SINCE 1947 FAIR RADIO SALES CO. 
WORLD’S FINEST 


ELECTRONIC 
SURPLUS 


GOVERNMENT AND COMMERCIAL 


om 
MANY ITEMS AT SPECIAL SALE PRICES! 


CATALOG WS-94 


TA- 954/TT NON-SECURE DIGITAL 
VOICE TERMINAL used in Tri- 
Tac comm-system; 4-wire set 
xmits and receives diphase- 
modulated digital voice and#?”~™“ae 
loop signaling info at 16K 
or 32K bits. 125 ohm line : 3 

impedance 125 ohms; range 4 km using WF-16 
field wire (no stock). Requires 24-56 VDC. 
Tone pad has characters 0-9, FO-f-I-P-R-O-C;3 
also Volume L-H Ring - Receive & H-250 hand- 
set. Plastic case is EMI/EMC static protect- 
ed. 7.3x4.5x10, 8#. USED-reparable, $89.50 


TA-341/TT TELEPHONE SET 
push-button 4-wire unit 

designed for use with 
tactical switches using 

» four C-cell batteries; 

‘usable in conventional 

(aes point-to-point tele- 

> Phone line (plug may need changed) 
Range >3.2 km. Signal out 900-3400 
Hz digital tone; 90 V 20 Hz signal in. With 
canvas case; 4.5x10.5x10.5, 10#. USED $49.50 


RCA AVR-20A AIRCRAFT 
RECEIVER & AVT-126A 
VIBRATOR POWER SUP- 
PLY, early WW-2 vint- 
age set covered 2300 
to 6700 KC AM-CW 
tuned on single dial 
Provision for three 
crystal-controlled 
channels. Also Volume, Phone jack, and An- 
tenna terminal. With tubes 6S7, 6K8, 6F7 

and 6B8. AVT-126 supplies voltage required 
for AVR-20A. Specify 6 or 12 VDC input units 
as available. Manual copy included. AVR-20A 
size: 5.3x6.4x5.8, 9 lbs sh. AVT-126A: 7.1x 
7x7.3, 13 lbs. USED-not tested, $75.0U0/set. 


WATKINS-JOHNSON 
[e WJ-8737 PANORAMIC 
RECEIVER (RU) w/ 
DISPLAY UNIT (DU) 
* receiver has four 
SP, POE IE . "solid-state band 
‘tuners: 20-90, 90-300, 235-500, and 500-1000 
MHz CW-AM/MAN-AM/AGC-FM-Pulse. IF bandwidth: 
4/20/100 KHz (other BW available); 21.4 MHz 
IF. Receiver controls: Carrier Operated Re- 
lay COR/Squelch, Video Gain, RF/IF Gain, 
ON/OFF/Audio Gain, Video OUT, Phone OUT, 
Fine Tune. Display has 1"Hx3"W CRT that 
shows upto 3 MHz spectrum. Sweep width 20 
KHz-3 MHz. Controls for VERT/HORIZ, Focus, 
Intensity, Marker ON-OFF, LIN/LOG, Center 
Freq, Gain. DU also has 6-digit LED frequen- 
cy counter; time base provides DAFC for RU. 
With copy of manual for similar WJ-9026RU/DU 
5x19x26, 65 lbs sh. #WJ-8737-RU/DU, USED- 
OPERATIONAL, may not be to specs, $1695.00 


RCA AVT-112A TRANSMITTER with 
oy AVT- 126A, companion to AVR-20A 
Muses single crystal frequency 

in 2500-6500 KC range; output 

6 W max. Controls for Antenna 

=» Load, Coupling, Selector, and 

: *PA Tuning. Uses 6AF6 "eye" tube 
as Antenna Current indicator. Also Mic 
jack & antenna terminals. Other tubes 6SLT7, 
3/6V6GT, 991. 6 VDC version only. 5.4x6.3 
x4.9, 9 lbs sh. USED-not tested, $89.50/set. 


a 


tail 


500 W 


12.6 VDC to 120 VAC 60 HZ 

INVERTER, rated 500 watts 

continuous; 1000 W surge. . ; We 7 

Output is squarewave with ' TS 

zero-crossing. Has studs 

for input & terminal strip for output; 3.6x 
9.1x13.5, 17 lbs sh. #RC-12500, NEW, $149.50 
t+eretrererereeertetrereteeee tee te t+ 

#RC-12200 INVERTER, 12 VDC to 115 V 60 Hz 

200 W cont., 600 W surge; has 3-conductor 

outlet. 3x7.5x4.8. 7 lbs. NEW, $135-00 $85. 


MAGNAHELIC® DIFFERENTIAL 
PRESSURE GUAGE for air and 
compatible gases (no hydro- 
gen gas!). Measures pressure 
as 0-2 INCHES OF WATER, 0.05 
increments; 15 PSI max. Ac- 
curacy +/-2%; 20°-140°F temp- 
range. Has two pairs 1/8 NPT 
high & low pressure taps; 4.8" dia X 2.3" 

D; 2 lbs sh. DWYER INSTR #2002C, NEW, 29285 


COLLINS 490T1 (CU-1669) 
AUTOMATIC ANTENNA COUPLER 
for 618T and similar 2-30 
MHz transceivers; rated RF § 
input 630 W PEP, 200 W av- i 
erage. Matches 25 ft or 
longer whip or 25-100 ft Tare 
long-wire antenna to 50 ohm line. * 
Terminal for wire and "C" coax connection. 
Has 5-500 pf 10 KV vacuum vari-capacitor and 
variable step-coil. Requires 115 VAC 400 Hz; 
7.6x10.1x12.6, 24 lbs. Used-not tested, $400 
MANUAL for CU-1669, $15.00 w/ 490T purchase. 


JBT 60 HZ REED LINE FREQUENCY 
METER, dual 48-52 and 58-62 Cy- 
cles Per Second scales each with 
5-reeds; 3.5" dia, 2 lbs sh. 
#30-FHXX, NEW, $34.50 


24 VDC BATTERY CHARGER, 

output adjusts from 24 to 

30 VDC; max-charge cur- 

> rent approx 8 amps. Uses 
(SCR and volt sensing cir- 


ae icuits to vary pulse dura- 


MGATEnEY Sonttols average charge current. 
120 VAC 60 Hz input. Has 6 ft line cord and 
5 ft output cable with two battery clamps. 


2.5x8.8x5.8, 7 lbs sh. #BC-24V5, NEW, $49.50 


PE- 162% POWER UNIT, gaso- 
line generator power source 
for SCR-284, AN/TRC-2 or 
GRC-9 radio sets. GE-12-D 
isingle-cylinder air-cooled 
2-cycle engine is rated 1 
SHP at 3000 RPM and turns 
' GN-50 generator which puts 
. out 6.6 V 3.5 amp and 500 VDC 
250 ma. Engine displacement 4.72 cu-inch; 
1/2 gallon fuel capacity. Mechanical adjust- 
ments may be required. 10.9x17.5x16.1, 75 
lbs. GOV'T-RECONDITIONED w/ manual, $109.50 
*PE-162-COMPLETE w/TOOL & SPARES KIT, $135* 


ccHMATiON Fair Radio Sales Co. WeORMACION 


E PAGES 2 & 21 This IS the only 


CPN-1 CRYSTAL KIT for 
Collins KWM-2A trans- 
ceiver; includes 115 
even output frequency 

crystals in 200 KHz 

steps covering 4.0 to 

30 MHz. Not supplied 

are 11 xtals normally installed in 

KWM-2A which cover 3.4-4.0, 7.0-7.4, 14.0- 
14.4, 21.0-21.6, and 28.5-28.7 MHz. Vinyl 
carrying pack has marked slots for 126 xtals 
& extraction tool. 6x18x2, 4#. UNUSED, $150. 


TORROID TRANSFORMER ASSEM- é 
BLY from above charger has 7 
2.3"H x 4.4" dia torroid ; 
transformer with dual 24 
VCT 8 amp windings, pulse # a ‘he rece ade 
charge PC board and lower/ fi ule ; 
half of case. LESS cables} 
and cover! Nice basis eee 
for power supply! 6 lbs. #BC-24V-ASSY, $24. 


P.O. Box 1105 - - 1076 E. Eureka St. catalog we will 


issue this year. 


: 419-223-2196/227-6573 
ORDER $10.00 A supplement will 
+ SHIPPING Lima, Ohio 45802 4444, cax 479-227-1313 [cecal 


MINIMUM 


FAIR RADIO SALES CO., INC. ("eccrine area cove ats 227-8873 


60/400 HZ REED | 
D.C. MILLIAMPS | DISCLAIMER 


FREQUENCY METER 

two reeds--one 
Items in this catalog are 

"used" and/or “obsolete” 


STORE HOURS 
9 A.M. to 5:30 P.M. 
MONDAY THRU FRIDAY 
9 A.M. TO 1 P.M. SATURDAY 


60 Hz, one 400 
Hz-- vibrate 


AIRPAX MINIA- FS=1 MA. 0-5 V/50 MA scale 


TURE RUNNING «d Wy when frequency 3.5" rd clear case. Used $5 equipment which may not 
TIME INDICATOR, approached’ 256) | i win) ee eae Pt Fee TERMS conform to current Federal 
mechanical 4- dia; fit 1.5 bs " oe laws governed by the Feder- | 
digit 115 V 60-{ hole. #FM-TS382, used $9.95 O-S MA-DC, 53" rd. sealed. PRICES NET, F.O.B. LIMA, OHIO al Communications Commis- . ; 


#4081, unused, $6.95 


METER ASSORTMENT, | 0-15 Dc MA, 3#" ra sealed; 
47-84 pe U.S. mfg me-| yorious mfg. Used, $5.95 

ters) 24*-Sp"-up; | 2525 oe es eee 
mixed odd scales, FS-100 ua 
and up--no choice $10/asst 


SEND MONEY ORDER, CER- 
TIFIED CHECK, VISA, or 
MASTERCARD with PURCHASE 
ORDER for IMMEDIATE SER- 


O-1!000cma |00mMA. Move. VICE. 
33"ro.RuGG. #4265 N $6.95 | We reserve the right to hold an 
Ee ae Ee ee eae ae eS ee order accompanied by personal 


0-500 MA DC, 3.5" round; or company check until after 
ZERO CENTER various mfg. Used, $7.95 check clears the banks. 


FS= 500-0-500 Siem | ~--—- ~~~ ------------------- 
UA DC; 3.5"W & | | 0-200 MA DC, 3.5" square; MINIMUM ORDER $10.00 


x 3"H HOYT a various mfg. Unused, $6.95 PLUS SHIPPING CHARGES 
mig. Indics-" Sn <t2p2en0 ul peta’ cd. oe Includ fficient money for 
ted le: 0-200 MA DC, 3.5" rd, GE phe 3 ht Ale y ‘ 
~50/-100-0-+50/+100 MA DC, mfg. UNUSED, $6.95 shipping charges. (UNUSED 
-25-0-+25 VDC. NEW $9.95" [ieee aeere se ae ae eee PAYMENTS RETURNED AT 
0-25 MA DC, 2.5" round, ONCE.) Otherwise we will send 


dairy tie HE Used, $5.95] Shipping charges collect. 


sion (FCC), the Occupation- 
al Safety and Health Agency | 
(OSHA), the Environmental ~ 

Protection Agency (EPA), 
and other federal and state] 
governmental agencies. 


Hz. 0.8"Hx1.1W 
bezel; fits 0.6" sq hole. 
#K49201-P2, NEW, £12595 


PRESSURE GAUGE, 


Furthermore, many items in 
this catalog have potential 
to produce harmful and even 
lethal electrical voltages. 
Proper and safe use of any 
item purchased is the cus- 
tomer's sole responsibility 


w/ 1/2" dia fit- 
ting. #PG-60PSI, 
NEW, $5.50 


j 0-50 NULL METER 


| Fs=200 UA, 4.2x 


* ; 4.5"W; Simpson- 


TEKTRONIX re- 
placement meter 
for TEK 130LC: 
scale 0-3-10-30- 
100-300 uuf/uH, A 
FS=200 UA with 1% tracking; 
4x4.5. #149-0022, NEW, $15. 


DAYTONA ATD METER, 


The customer assumes all 
liability and holds Fair 
Radio Sales Co., Inc. 
harmless for compliance to 
current and future laws 
pertaining to the use and 
possession of equipment 
purchased, for any personal | 
injury liability arising \ 
from improper and unsafe | 
use of purchased equipment, 7 
and for any property damage] 


OIL PRESSURE, 0-50 incre- 
ments of 23 2.5" rd, off- 
white Face. “84250 (NEW) 94a iS sae oe core ee een tris aes Order, Warranty, and Return 


150-0-150 MA DC, 3.5" rd Policy Information page 21! 
Weston 2531. Unused, $7.95 


0-300 MA DC, 3s" rd, clear 
plastic case. Used $5.95 


NESToOor 19421 
or Triplett se Se = 
equal; 4.3x 
4.8"; made ! 
for Western : 
Electric. 


DESCRIPTIONS 
ALL MATERIAL OFFERED IN 

THIS CATALOG IS IN “USED- 

COMPLETE” CONDITION, UN=- 


‘1-0-1 MA DC, 2.5" rd sealed; 


FS=200 UA DC, red | ygep. $10 2 caused directly or indi- 
’ . various mfg. Used 5.95 i ; 
Se ece ene tisha | SERGEY a | oan Snes EES. | Inoreo ae teceouprrronco,m || Fectly by equipment uses 
“Idetector; 2.6x a “i , 
_ baaha seater : ; $2.95 0-5 AMP DC, {= FS= 1-0-1 MA DC, (100-0-100 "UNUSED," oR "NEW." 


or 0-500 A DC FS=50 MV 
es : WESTON 40-60 VDC, NEW, $15. 
TV-2 REPLACEMENT 


= 100-0-100 MA DC, 34° ra 
METER, 0-250 = ; : 

SCREEN VOLTS, MATCHED METERS phe te eee kee 
7 FS-| Ma. 23" pp, 50-0-50 MA DC, 3.5" dia; 
SEALED. New $5.95 Weston 301 or =. Unused $7 


ah Raa ae Gaia abies bp oe 75-0-75 MA DC, 3.5" dia; 
Other TV-2 METERS, used: 


Weston 301-57. NEW, $6.95 
PERCENT QUALITY 3.5" rd, $9 cores : 


SIGNAL, 2.5" dia, $7.50 
GRID BIAS VOLTS, 2.5" $7.50 


MERCHANDISE 1S NOT OPER- 
ATIONALLY CHECKED UNLESS 
SPECIFIED aS “CHECKED.” 

EQuIPMENT DESCRIBED AS 
"REPARABLE"--MEANING "A= 
BLE TO BE REPAIRED"--¢s 
ELECTRO-MECHANICALLY COM- 
PLETE, BUT REQUIRES SOME 
TROUBLESHOOTING BY THE 
CUSTOMER. 


scale); 2.5" rd. UNUSED, $6 


D.C. VOLTMETERS 


0-100 VDC, Se" rd elear 
Plastic ease; used, $5.95 
0-15-600 VDC, 23" rd black 
face; w/mult. code-Used $6. 
0-150 vDC, 3.5" round; Bur- 
lington 431. Unused, $7.00 
FS=2 VDC, 0-20-80 MA scale; 
PAN Fore Used, $4.95 


MATCHED METER SET including 
2.5" rd 0-30 VDC & 0-30 AMP 
DC sealed meters with SHUNT}; 
3#. #M30V-30A, used, $21.95 - 


D.C. MICROAMPS. 


0-200 UA DC, 2.5" rd sealed; 
various mfg. Used, $5.95 


0-10 ANT-CURRENT (750 RF MA)| 
w/thermocouple, 2.5" rd, $9.) 
0-100 RF MA, 2.5" rd, $9.95 
0-4 RF A, 2.5" rd black $12 | 
0-5 RF A, 2.3" ring mtg $11 
0-8 RF A, 2.5" rd black $14 


0-200 UADC and -8-0-+6 DB, 
23" rd. sealed, new, $4.95 


FS=500 UA, O0-5-10-20 P-volt 
scale; 2.5" rd. Used, $4.95 


#M15V-12A MATCHED METER SET 
3.5" rd meters 0-15 VDC and 
0-12 ADC w/shunt. Used $20. 


a b c 
0-10 MA DC SIMPSON (b), 
3.5" square; NEW, $8.95 
0-5 AMPS DC, TRIPLETT (c) 
2.3"Hx2.9"W; NEW, $9.95 
0-15 AMPS DC MODUTEC (c), 
3"Wx2.5"Hs NEW, $12.00 
0-30 AMPS DC MODUTEC (c) 
2.8"Hx2.8"W; NEW, $12.50 
0-100 AMPS DC, FS=50 MV, 
SIMPSON (b) 2.5" sq, $7.95 
0-100 VDC GE-YOKOGAWA (a) 


| 0-200 VDC WESTON 
} 2041; 4"Hx4.5"w, 
. NEW, $12.00 


ee ww wm om en ew ow we ow we oe eee eee 


50 UA MOVEMENT,SCALE -30, 


0-20 KV DC (FS=1 MA) 2.5" 
round black face. Unused $7 


0-75 VDC 3.5" round, Trip- 
let 321-JP. Unused, $7.95 


DC AMMETERS, FS= indicated: 
0,190,POINTER AT ZERO, SEAL| 0-3 apc, 3.5" rd, NEW, $10 


ED,2#RD USED TRCSOI50 $4 10-0-10 ADC, 2.5" rd, $9.95 


= 22-2 --- 2-2 - = 5-7 ~~ 0-15 ADC, 2.5" rd, NEW $10 
0-50 UA DC, 3.5" rd, A&M 0-15 ADC 3.5" rd surface 


367 model. UNUSED, $8.95 mount style. Used, $10 


TRIPLETT 330 GP 
BENCH METERS, 
3.5"x3" meters 

in plastic 


2.5" sq; . slanted 4x4.2 i FS=50 UA DC, 0-1 scale; 0-25 ADC, 3.5" rd, NEW $12 
0-200 ve, JEWELL (0) Mee xa. 8icases (| foo YDCs Seale ars) * he 3.5" rd. UNUSED, $6.95 | 0-30 ADC, 2.5" rd, NEW $12 
x3"W; NEW, $7.95 0-1 AMP AC [0-300 MA; 2.5" rd. Used, $5./_ _- __-_------=---- 0-50 ADC, 3.5" rd. NEW $13 
0-5 KV DC, FS=1 MA, SIMPSON SCALE with Ree aM TS Deas SL Tigi, : = | 0-50 UA DC, 2.5" rd black | - - - - -:-\2) 2 =n 
(b) 3.5" square, $9.95 black & red | 0-50 VDC, 2.5" round; vari- | face, #9374, UNUSED, $6.95 | EDGEWISE METER = 
0-100-200 AC AMPS FS=5 A-AC terminalg +] .0Us Mie» pee ecco 0-8 AMPS DC; 1.9" 

GE-YOKO (a) 2.5" sq. $8.95). cear fuseholder. $16.95) Gl an canoe ol enn anmnn san nee FAN-SHAPED ME- wide X 3/4" high; | 


0-30 VAC GE DW-91 (a), 2.8" 
X2c8"s NEW, $8.00 
DC AMMETERS by 
Mercer Hlectron- _ 

ics, 34x3#; fits / 
in 22" dia hole. 
FS=50 MV; NEW. 


friplettoisci7is Unused 87.) | eee EMICO #D2588, $7. 


te adj. 3" top) et - - ~- - —- = « 6 eee 
SHES Seether: tinea Set Ocoee DO UU sao els WESTERN ELECTRIC 3.5" round 
AG VOLTMETERS 0-30 VDC, 2.5" rd., black Fits 2” dia. hol clear plastic case}; used: 
face. UNUSED, $7.95 |iytT mfg. Unused. 0-10 ADC $10. 0-15 ADC $10 
0=5° VAC, 25.5 ras) Neston. | 47> ee ee oe a eA Bigg Y tr ae Mer ea = vi —. |r = = «= = = 2 eee 
Model 517. UNUSED, $6.95 | 0-40 VDC, 3.5" rd., A&M 365/*#ENI~S VDC, O-5 VDC, $5-95 | parreRY CHARGE FS=10 A, 6 A 
2S Se ee ee eee model. UNUSED, $8.95 ‘ , Red Line; 2.5" rd. NEW, $6. 
50-300 VAG,..3 65" rd 5. ASIN a ae é ++ ett e teeter ett 


0-300 ADC $7.95 
600" ADO $7..9F 367. UNUSED, $8.95 | 9-300 vpc, 3.5" rd sealed: DC AMMETERS, FS= 50 MV 
At ee eee ae anne 0-15 ADC 3.5" rd black, $7 


5 fg. Used, $6.95 
DECIBELS 0-10 VAC; 205 rips 1S400S | set ee 0-80 ADC 3.5" rd black, $8 
' 3.5" rd or square, $5.95 | 9600-1500 VDC, FS=1 MA DC; 
ar nb ee See Used, $5.95 


0-100 ADC 2.5" sq, NEW, $7_ 
Spr aes 0-150 ADC 3.5" rd, NEW, $8 | 
-20-0 and -15-0-+5 DB Z.=" 0-30 VAC 400 Hz, 3.5" rd; 
dia blk face; FS=100 ua, $6 | Weston 476, UNUSED, $5.95 [0-200 VDC 2.6"Wx2.4"H clear 


0-1500 ADC 3.5" rd used $8 
Se a ei wee | i oe SS plastic; E/M mfg. UNUSED $8 
30-150 VAC 2.5" rd sealed; 


=12=-0-+8 db FS=100 was23.5" ca t UNUSED. $8.95 

1, We > 4586. U F s arious mfg. . 
LI x: Jeteig's ae: Leste 2 Mead: Sh ’ A C A M M E T E R S i 
-4-0-+6 DB 1 MW, FS= 1 MA; 


2.5" rd sealed, used, $4. Mme? ae ke 3.5" ROUND AC 

wont SEL peesae gees ARMETERS, ful 
-d sealed; gaa $4.95 Aap anda tale ag) ed scale. U.S. 
pe ES Se ee ee aes ; mfg. UNUSED: 


lso 0-20 DB. 

OTHER VALUES IN STOCK,WRITE 4.5% pags Newton 0-10 ACA, $160 
15-36 DB MW and 0-50 v out- |643- #0899, NEW $8-63°86.95] - MMB 0-75 aca, $12 
n20 a Bag y ‘ 

ra gale relatos aS snes | 74570-+45 A-DC VEHICLE-TYPE| 0-20 A-AC, 2.5" rd black $9 
eye ea et 5 2.2" rd; Faria. #2761 $5.95] Fs=5 A-AC; 0-150 A, 2.5" $8 


1-3/4" SQUARE f/1.5" holes: 
#3661, FS=50-0-50 UA, Red- 
Green-Red scale. NEW, $7. 
#DB-0100UA, FS=100 UA, -9- 
+3DB/0-100 scale. USED $6. 
#6002, FS=100 UA, 0-10 x10 
UA scale; black. NEW $7. 
#8890, FS=500 UA DC, 0-5 
scale; black face. NEW $7. 
#6901, 500-0-500 UA DC, $7. 
#4037, FS=1 MA DC, 0-100 DB 
scale; black. NEW, $7. 
#M/50VDC, 0-50 VDC Phaso- 
tron white face. NEW $6.50 
#ME/AM-66 SIG LEVEL 0-4 MA 
DC w/ red line. USED, $6. 
#BA/T-195, FS=25 MA, 0-500 
scale; black face. USED $6] Z7@r°O adjust. 
#4353, 0-150 VAC JEWEL 2.3x2.8, #JB- 
MS1T plastic. NEW, $10. | 19075 NEW $5.95 


50 MV SHUNTS 10 or 30 A, $6 | 
++ tet ee eee tte ete fr 
PHILCO METER by 
various makers, 
0-10-20-50 
scale, FS=10 VDC 
20K ohm/volt, 4” 
Hx4.6"W; NEW $10 
Oo—1S50 
DC DUAL SCALE, — 
0-150 ADC/0-75 Aree | 
VDC FS=150 MV; if: 4 
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COLLINS 208U-3A POWER AMPLIFIER 
automatically tunable linear PA 
operates over 2.0-29.9999 MHz 
SSB-AM-CW; output 2.5 KW PEP 
using 4CX5000A tube driven by 
two 4CX350A tubes. Requires RF 
input from 0.025 to 0.1 watts 
for rated output; upto 2 W in- 
put acceptable. Tune time 6 sec 
nominal, 10 sec max. Other fea- 
tures_ fA Le “Gain Control, Au- 
‘a. Gone tea & Trans- 


mitter Gain Cont 
patiable modules H: 

Amp, 309F-1 Digital to Analog conve 
915V-2 Amp Control, 
599Z-1 Test Panel, an 


tor. Input imped: hms, max VSWR 1.3:1. 
Output imped: 00 4 tax VSWR 3:1. Power 
input: 200- 250 VAC line- to-line, 3-line & 
ground, 3-phase 30 amps 47-63 Hz; 1200 W 


Standby, 9100 W single tone CW @ 2.5 KW. In- 
cludes manual copies for all components ex- 
cept 915X-1 & 599Z-1. 72.5x32.6x31: 1020 Ibs 
' sh.USED-NOT TESTED, less 4CX5000, $4260. $3700 


"PORTABLE STROBELIGHT with DC excit- 
er sh mil-designed for life 

y rafts but is great 
emergency item for any 
; - ; body's car, boat, etc. 
Operates from 3 to 28 VDC 500 MA. 1.5"Hx1.3" 
dia lamp mounted on curved plexiglass base 
w/ velcro strip; base slides into mast mount 
that fits 1.3" dia pole (broom stick-size). 
 60"L cord between lamp and exciter; power 

cord connector can be changed to car lighter 
- connector. Lamp with mast mount 6"Hx3.5x3.5, 
- 3 Ibs sh. #SDU-30/E, $22.95 
- LIGHTER DC CORD & PLUG, 15'. 


HOBnoOR 
noag 


PLEASE ORDER BY NUMBER. Unit prices only as 
indicated. Look for more DOLLAR DAZE through. 


out this catalog. 
* eK KK OK KK KK KK KK OK KK KK OK OK 


SAG 1 amp FUSES 10/31; 
SLO-BLO 3AG 1 amp, 10/%1.25;: 


#LI-C15, $4.00 


N LOUD BUZZER HORN as used 
,in ancise alarms; 2" dia 
'x1i". 6 VDC $1.25 ea; 
ike “ype $1.35 ea; 115 VAC $1.45 ea 

* OR KK OK KOK KOK ORK KOK RK KOK KOK ROK OK 


ATARI COMPUTER GAME SWITCH BOX; 
select "TV" or "computer". 300 
ohm impedance. NEW, $1.50 ea 


KEY-LOCK ASSEMBLY for cabinets, 
etc. in which key turns 4.8" long —Rsgme 
shaft & catch tab. NEW, $1.95 ea 


89 


iy fgg BRASS COUPLINGS for ae dia. x 
3/4" long shafts. 3 for $1. 00 


at SMe PHONE MODULAR SPLITTER, 
a. fits wall mod jack; adds 
ie 


ae 2° outlet for computer or 


answer machine, $1.95 2/83 


Miniature LEVEL METER, 
FS=100-0-100 fete, 
7/8" sq., flange mount ~ 
1-3/16" o.c. $1.50 ea 


MILTON BRADLEY TOY HEADSET w/boom 
mic--NO receiver elements; 6 ft 
cord & mini-RCA plug. NEW $1.50 


AC LINE CABLE ADAPTER, for 3-cond 
SE@iplug to 2-cond outlet w/ground; 
molded light grey. 3 for $1.00 


dia 


RUBBER EQUIPMENT PADS, 5/16" 
self-adhesive; 40 per sheet. 
2 sheets for $1.50 


47-86 


NOISE-ACTIVATED SWITCH 
w/sens adjust & mic; 6 
vDC in, 2"x2". $1425 ea 


Beam wavelength 633 mm. 


BALLENTINE S632 DYM 


BALLENTINE 9632M (AN/ 
USM-451) DIGITAL MUL- 
TIMETER, portable u- 
| nit with 3-1/2 digit 
» LCD display operates 
2 from two D-cell bat- 
teried: AC-DC VOLTAGE ranges 0.2-2-20-200- 
1000 V with overvoltage protect. AC-DC CUR- 
RENT ranges 0.2-2-20-200-2000 MA-10 AMPS. 


AB-155 MAST KIT, includes eight self-stack- 
ing 66"Lx1.6" dia aluminum MS-44 mast sec- 
tions to make 40' mast. Also 4 ea guy ropes 
MX-381 (40'), MX-382 (31'), MX-383 (50'), 
one MX-516 rope, 5 each MX-378 guy rings, 
AB-154 swivel base, six GP-101 15" -stakes, 
and HM-1 hammer; 70#. UNUSED, $125. $99.50 
++ tet tet $+ t+ t+ tte + + : 
TRIPOD ADAPTER, uses three 


MS-44 as legs to "free" stand 
RESISTANCE ranges 200-2K-20K-200K-2000K-20M mast to 24' without guy sup- 
ohms. DIODE TEST on 2K and 20M ohm ranges. port; 4 lbs sh. #TRI-AB155, 
Extended freq-response 20 Hz - 25 KHz. Input UNUSED, $15 w/AB-155 purchase 


impedance 10 megohms all ranges. LCD display 
may have blemish; "reparable" units tested 


to "zero" all ranges only. 2.8x8.2x9, 4#. ~ 
USED-REPARABLE w/test leads & bag, $39.50 AT-784 DF LOOP SE : 
GOV'T-RECOND w/"used" leads & bag, $79.50 

#9632-BAD, non-working "parts" meter, $15.00 AT-784/PRC DIRECTION FINDER LOOP 
MANUAL for USM-451, partial repro, $8.50 ANTENNA SET for use with PRC-25/T7T, 


VRC-12 and similar radio-equipment. 
Covers 30-76 MHz in five bands. 
Controls FINE TUNE 0-10 MHz in 1 
MHz steps and ATTENUATOR 0-40 DB in 
10 db steps. Includes AT-1082 loop 
antenna with whip, CG-2840 & -3344 
cable assemblies in CW-445 canvas 
bag and manual copy. Collapsed size 
8x6x3.5, 5 lbs sh. USED, $34.50 


VELVET VERNIER 


MECHANISM ONLY for famous Velvet 
Vernier dial which functions as 
speed reduction drive and allows 
precise tuning of radio and elec- - 
tronic equip. Tune shaft 1/4"Lx3/16" dia: 
backside has coupling for 1/4" dia shaft; 
o/a 2.5" dia, 1 lb. Knob and dial not avail- 
able. #VD-MECH, UNUSED, $2.95 ea; 2 for $5. 


VLF LOOP ANTENNA 


AT-780/ARN-59 VLF LOOP ANTEN- 
NA for 190-1750 KHz direction 
-finder set. Contains ferrite 
loop, 26 V 400 Hz drive motor 
& Tx selsyn for drive direction indication. 
Operates in circuit on 26 V 100 Hz. Has 14 
compensator screws to adjust for error pat- 
tern of aircraft or other metal structures. 


FIELD CHARGER 


.BATTERY CHARGER TRAINER, 
small electronic unit oper- 
ates from either 115/230 

wm VAC or 28 VDC and charges 
at 400 MA constant current 
rate. Includes AC & DC in- 


; ea dana 0-360 scale visible in hermetrically sealed 
“enti cables, Geet eens gia ged in 4 rns glass dome; w/schematic. 3.8x6.5x6.5, 7 lbs. 
carrying case. ‘ ES AN : 50: vi ss i 30 
8 lbs sh. #BC-M820/841, unused. $34.95 Useds' S3)> 20s ANS CATI OO, SeRe7; BO. el assy e 


PARKING METER 


ELECTRONIC PARKING METER with 
LCD readout of Time Remaining 
plus red EXPIRED flag. Takes 
nickels, dimes, and quarters at 
rate of 6 minutes per $.05; Re- 
quires 5 VDC. Could possibly be 


Pay GAL VANOQMETERS 
Te. : 
% ae Used in precision 

instruments to in- 
dicate slight vari- 
ations in electric- 


al current of cireutts under test. NEW: 


i 


res LEEDS & NORTHROP #18876, 10-0-10 scale, 1 mm 
aie gon to turn-off TV or video : increments; sensitivity 0.1 ua/mm. CDRX 10K 
Pe pa truertre expired. 7x5.5x4, 3 lbs sh. ohms; 500 ohms system resistance. Period 4 
pipniai ts 120, eae! used- i paicae gad $41 $9. seconds. Balance control has "lock". Behind 
inutes, used-excellent, $15. panel size 4"Dxi" dia; front 3"H. $29.95 


GALVANOMETER with 15-0-15 scale, 1 mm incre- 
ments; 1.0 ua/mm sensitivity. Meter move- 
ment coupled to mirror for photo-optic in- 
dication. Balance control] does not have 
"lock". Behind panel size 3D"x2" dta; front 
2.5" dia, 2 lbs sh. #GALV-726667, $22,95 


500 MHZ H-P COUNTER 


HEWLETT-PACKARD 
5328AF/096 ELEC- 
TRONIC COUNTER, it 
solid-state pa . Fy 
modular design ees , 
unit counts frequencies upto 512 MHz on 9- 
digit LED display. Mainframe has channel 
FUNCTION selector, FREQ RESOLUTION decade 
scaler 0.1 Hz to 1 MHz in 8-steps, 10 MHz 
reference oscillator, input for external 
freq-standard. Standard Universal 100 MHz 
Module controls Channels A & B functions 
LEVEL, AC-DC select, ATTEN 1-10-100, and 
Marker output. Sensitivity 25 MV to 40 MHz: 
50 MV 40-100 MHz. Trigger level +/-X 2.5 V 
atten-level. Impedance 1 Megohm shunted by 

40 pf. Option 030 Chanrmel C module provides 
5-512 MHz range, 15 MV rms sensitivity. Trig- 
ger fixed; 50 ohm impedance. With Option 011 
HP-1B computer interface. Requires 100/120/ 
220/240 V 48-66 Hz; 3.5x18.5x19, 28 lbs sh. 
Used-reparable, $350.00; Checked, except for 
HP-1 computer interface, $495.00 


7 H-P ATTENUATOR 
f 


/HEWLETT-PACKARD 350D ATTENUA- 
; /ToR, 0-110 DB using decades 
0-100 DB in 10 DB steps and 


HE-NE LASER 


| HELIUM NEON LASER with in- 
' ternal power supply. Oper- 
}ates from 10-14 VDC 900 MA 
input; output 1250 VDC 4 MA 
In 6.4x2.3x1.3 plas- 
used-checked, $45.00 


tic case, 2#. #LZR-993, 


AM-6155/GRT-22 
POWER AMPLIFIER, 
€ITT 3212) con 
servatively ra- 
ted for 50 watt 
output from 10 
watt exciter 
input over 225- : . 

400 MHz; uses Eimac %851z/8930 or hevaien 
DX393 tetrode (no choice) in silver-plated 
cavity-drawer; 175-turn TUNE counter dial. 
Main chassis has solid-state power supply 
and buffer amp/mulitplier; panel meter mon- 
itors voltages. Requires 105/120/210/240 VAC 
50-400 Hz and +20 V reg 60 ma, +20 V keyed; 
w/schematic info. 7x19x18.5, 80 lbs sh (UPS 
in 2 pkgs). Used-excellent-NOT TESTED, $235. 


BIRD 4162D 


BIRD 4162D RF POWER 
* MONITOR, rated 220-405 
* MHz 40 W. Measures 

incident and reflected 
VSWR 1.1:1 max. Usable over 


power; #9-10 DB, 1 DB steps; DC to 1 

145-500 MHz. Output 100 ua @ 5K). MHz response. 600 ohms unbal- 
RF connectors; output C, input BNC. DB-9 anced; 5 W max. 6.3x5.1x8, 6 lbs. Used, $45 
for DC outputs. 1.8x4x1, 1#.NEW, $24.95 $20 { 4 
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NSMiTTER 


T-47/ART-13 HF TRANS- 
* MITTER, famous 2 to 
5 18 MHz 100 watt AM-CW 
-MCW set which was 
the next "step-up" 
from the ARC-5 xmit- 
“a ters for many post- 
WW-II and Korean War radio amateurs. Can be 
manually tuned or autotuned for 11 preset 
frequencies. W/tubes 6V6, 12SA7, 2/12SJT, 
2/12SL7, 2/811, 813, 837, 2/1625. Requires 
24 VDC 10 amps, 400 VDC 225 ma, 1250 VDC 250 
ma originally supplied by DY-12/17 dynamo- 
tors (not available). 23.5x16x11, 85 lbs sh 


Used, $175.00; MANUAL, partial repro, $12.00 
C-87/ART-13. CONTROL BOX, 2#, unused, $12.50 
T-17 MIC, used, metal or plastic, $15.00 


SYNTHESIZED HF RECEIVER 


R-1051B/URR SYNTHESIZED 
HF RECEIVER, we recent- 
ly purchased the nicest 
looking and performing 
of these 2-30 MHz LSB- 
USB-ISB-AM-CW-FSK radi- 
os we have ever had and 
at the best price ever. Tunes in 0.1 KHz in- 
crements plus vernier for virtual continuous 
tuning; 500 KHz IF. 50 ohm antenna input: 
600 ohm audio out. Highly stable frequency 
control; rugged shipboard design. 7x17.4 
x18.9, 84 lbs sh. (UPS in 2 pkgs.) Used- 
Checked, $850. $750. MANUAL, part-repro, $45 
SHOCKMOUNT for R-1051. 15 lbs: used. $25.00 


SYNTHESIZED TX-RX SET 


RT-618/URC & AM-3007/URT 
HF TRANSCEIVER SET, syn- 
thesized set operates 
over 2-30 MHz USB-LSB-AM: 
xmit output: 100 watts 
PEP-SSB 25 W AM. 50 W CW. 
RT-618 receiver-exciter 
uses decade tuning. dose 
to 1 KHz ingpemenés? dem 
signed @¥abi lity: 1 xf OR Ges 
part/weak. Gara wi PH: 302 
KHz SSBWand"6 KHz AM. S 
10 DR (S+N)/N3 6 O @ 
0.25 W <ooett MES RO F ASA i fyi Epo OWE r supply uses 
8116 4spA Dube “Quad PUWers system from 115 V 
48-290 Bae AWtenna input 50 ohms. 15 ft whip 
or 35 ft long-wire. With schematic info. 
17.4x16x17.5, 195#.Used-reparable, Sosy. 
RT-618/URC only, 85#. 


pe BE 


oe ogest PVG y 1 uv for 
A Mae clic ter output: 


$795 


Lsed-reparable. SoU. 


CU-749/TRC-75 COUPLER 


CU-749/TRC-75 AUTOMATIC 

ANTENNA COUPLER, Collins 

mfg unit operates over 

2-29.999 MHz @ 400 watts 

nominal, 1 KW PEP, 30 

sec max tune time. Has 

5-465 pf 5 K max vacuum 

variable capacitor, 

RB3-26 style vacuum re- 

lay, CV-531 loading discriminator &°115 VAC 
400 Hz motor-driven variable ribbon induc- 
tor. Type N connection for 50 ohm antenna 
input. Control voltages for phase load sup- 
plied by C-2848 coupler control listed be- 
low. 9.5x7x17.8, 25 lbs sh. Used, $149.50 
SCHEMATIC, $2.50; CONNECTOR, used, $5.00 


C-2848/TRC-75 COUPLER CONTROL for CU-749, 
7.8x3.7x14.5, 14 lbs sh. Used, $35.00 
CONNECTORS (2 ea) for C-2848, $5.00 each. 


R-648/ARR-41 RECEIVER 

190-550 KHz and 2-25 

MHz AM-CW in five 

bands. Mechanical 

digital-type tuning 

in 1 Khz steps. 500 

KHz final IF; mech- 

anical filters 1.4 

and 9.4 KHz. Controls for BFO, Sensitivity, 
Broad-Sharp Voice or CW, and Dial Lock. With 
tubes 2/5726, 7/5749, 2/5750, 2/5814, 5654, 
5686, 6AU6, and OA2. Requires 24 VDC 4 amps 
input for dynamotor. 7.5x16x13.3, 35 lbs sh. 
USED-REPARABLE, $145.00; CHECKED, $225.00 
MANUAL, partial repro, $15.00 

POWER INPUT CONNECTOR, $3.00 w/set purchase. 
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$0-1000 MHZ RECEIVER 


R-484/APR-14 
AIRBORNE PANORAMIC 

SEARCH RECEIVER 
covers 30-1000 MHz 
AM-FM in bands 30- 
210, 210-400 and 
400-1000 MHz; has 3" 
dia CRT for panor- 
amic display of these signals. RF bandpass 
6 MHz @ 3 DB points. Sensitivity: 11 uv max 
(30-100 MHz), 13 uv (100-300), 16 uv (300- 
1000). Spurious response 45 DB down; image 
reject 60 DB. IF attenuator 0-74 DB in 6 DB 
steps. CRT calibration +3 MHz center freq; 
video response + 1 DB, 200 Hz-2 MHz. 600 
ohms audio; 46/ 7-9-pin mini & octal tubes 
plus 3JP1, 6F4, and 5768. Req 115 VAC 380- 
1000 Hz and 24 VDC 20 W. 8x15.5x20, 90 lbs. 
Used-reparable $250 $175. MANUAL repro, 


NSCEIVER 


COLLINS 618T-2 SSB AIRBORNE 
TRANSCEIVER, 2 - 29.999 MHz 
SSB-AM-CW in 28000 channels. 
m Power output: 400 watts SSB 
7 PEP, 125 W AM-CW; 52 ohm 
output imped. Sensitivity 
SSB: 1 uv for 10 DB S+N/N. 
Selectivity SSB: 2.85 KHz, 
6 DB down; 6.0 KHz 60 DB. Audio input: 600 
ohms. Uses two 4CX250's in P-A. Switch & me- 
ter monitor internal power. Separate control 
necessary for channel select. Racks & cables 
not available. Requires 115 VAC 400 Hz 3 2 1 
KVA and 1 @ 160 VA; also +27 VDC 4.5 amps. 
With manual repro; 7.6x10.1x22.2, 58 lbs sh. 
Used-reparable w/K9 oscillator, $550.00 
#618T-3, like above but requires 28 VDC 35 A 
and 115 VAC 400 Hz 18 100 VA. Used, $600.00 


teehee ee teeter ertereerteteeeete 

RT-712/ARC-105 HF AIRCRAFT - 
TRANSCEIVER, pressurized 

618T2; modules interchangea- 

ble. Covers 2 to 29.999 MHz 

SSB-AM-CW in 28000 channels. 

Front has hour meter, C and 

BNC connections. -Separate 

control needed for freq se- 

lect. Power & control connectors not availa- 

ble; requires same power input as 618T2. 
10.5x11.5x23, 70#. Used w/schematic, $495.00 
+e ee ee ee eee eee teeter terete 
C-6454/ARC-112 CONTROL BOX, similar to 
714E2A control designed for 618T; different 
rear connector. 3#. Used, $45 w/618T purch. 


ARC-109 TRANSCEIVER 


RT-749/ARC-109 UHF AIRCRAFT 

TRANSCEIVER, solid-state 

Collins unit operates 

over 225-399.95 MHz AM, 

DSB, and A3 phone @ 30 

watts min. 3500 avail- 

able channels in 50 KHz 

intervals plus 243 MHz 

guard channel. Uses 4631 

tube in P-A; 150 ohm audio/mic impedances. 
C-6364 control necessary for channel selec- 
tion; cables & racks not available. Replaced 
ARC-27-34-51-52. Requires 115 V 400 Hz 3 6. 
6.8x9x16, 29#. Used-reparable, $685. $495. 
SCHEMATICS £/RT-749, repro, $12 w/set purch. 
C-6364/AR CONTROL, used, $45 w/set purchase. 


COLLINS 635V-1 BANDPASS FILTER 
functions as frequency select- 
ing circuit between an antenna 
and HF receiver providing pro- 
tection on- and off-frequency 
for RF overloads. Frequency 
range 2-29.999 in bands 2 to 
3.999, 4-7.999, 8-15.999, 16- 
29.999 MHz. Uses 914B-3 control (not availa- 
ble) for freq select or Collins standard 2 
out-of 5 wire digital code for each 1-10-100 
KHz-1-10 MHz. Selectivity +6 KHz to -2 DB 
points; noise figure no more than 17 DB into 
50 ohms. Cascade amplifiers overall] max-gain 
of 18 DB; 6 DB min. Requires 115 VAC 400 Hz; 
4.9x7.6x19.6, 26 Ibs sh. Used, $125.00 
MANUAL for 635V-1, partial repro, $12.00 


te teteeeeretr eee ereererereer et 


F-1039A FILTER, same as above but with 115 
VAC 50-400 Hz power supply, used, $165.00 


$15. 


RT-594/ARC-38A AM- 

LSB-USB HF TRANS- 

CEIVER, 2.0 to 25 

MHz using 20 pre- 

set channels with 

autotune channel 

change. Stabilized 

master oscillator 

allows possible 35250 channels in intervals ~ 
500 Hz (2.0-7.25) and 1000 Hz (7.25-25 MHz). 
Output 100 watts PEP < 14.25 MHz; 90 W > 
14.25 MHz. SSB sensitivity 1.5 uv for 10 
S+N:N. Selectivity 3 KHz min 6 DB dn; 8 ty 
max 60 DB. Has 25 tubes with 3/ 6159 in P-A. 
Requires +28, +600, +250, -50, -65 VDC and 
6.3 VAC; Also 115 V 400 Hz for selsyn on in- 
ductor. 15.5x8x2.5, 80 Ibs. (UPS in 2 pkgs.) 
Used, $210.00; MANUAL, partial repro, $22. 


RT-311/ARC-38, similar to RT-594/ARC-38A ex- | 
cept not SSB. Used-not tested, $95.00 q 
C-1398/ARC-38 CONTROL BOX, channel selection 
for RT-311; function switch can be modified 
to allow use with RT-594. Plastic fronts 
may be chipped or cracked; less frequency — 
setting book. 8 lbs sh. Used, $17.50 : 
SETTING BOOK for C-1398/C-3428, repro, e109. 
tee teete teeter eee eeereeree te 
: : COLLINS 180L3 AUTOMATIC AN- 
. TENNA COUPLER for use with 
‘ARC-38 or similar radios in 
2-30 MHz range @ 50-180 W 
output. Automatically res- 
onates antenna to radio's 
frequency and couples RF. 
Includes 7-1000 pf 3 KV 
vacuum variable capacitor & 28 uH variable 
ribbon inductor; UHF connection. Requires 
28 VDC 3 amps, 250 or 400 VDC 5 ma & 115 V 
400 Hz 20 VA. 10.5x7.8x11.5, 24 Ibs sh. 
Used, $145. $90. MANUAL, parsiaie repro, $10. 


VACUUM VARIABLE 


VACUUM VARIABLE CAPACITOR ASSEMBLY 

consist of UCSL-1000-3 

7-1000 pf 3 KV max vacuum “| 

variable with 28 VDC drive # 

motor and gear assembly. 1 ; 
Will run on 6 VDC and up. bad " 
8x6.8x3, 7 lbs sh. #C501/180L, mF $74. 50; a 


a-16 MHZ HARRIS TX-R> 


AN/GRC-165 TRANS- — 
CEIVER SET (HARRIS 
301/302), solid- 
state unit covers — 
2 to 15 MHz USB= | 
LSB-AM-CW in 1 KHz 
steps; output 100 
watts PEP SSB, 25 W AM nominal into 52 ohms. — 
Consists of RT- 902 (RF301) transceiver, 4 
CU-1782 (RF302) antenna coupler, C-7648 re-— 
mote box w/speaker, two shockmounts, four 4 
ft antenna sections, AB-1082 mast base, AC & 
DC power cables. RT-902 has controls PA \ 
PRESELECTOR, and 4 decade FREQUENCY SELECT. ~ 
Also MIC connection and built-in speaker. 
Requires 115/230 VAC 50-60 Hz or 24 VDC. 5 
CU-1782 is manually tuned with 3-digit LOAD 
and FINE TUNE counters. Also COARSE TUNE j 
1-10, 0-200 wattmeter, and FOR-REF POWER 
switch. Uses 10 uH and 18 uH roller induc- ~ 
tors, fixed capacitor banks, and SWR bridg 


C-7648 has built-in speaker and handset con=- | 


nection. RT: 7.8x18.5x14.3, 65 lbs. CU: 7.8x 
x5x14.3, 9 lbs. SET sh wt: 125 lbs (UPS in 3g 
pkgs). Set in 3 wood transit cases, 250 lbs 
(Truck freight only). Used-reparable, $595. 
MANUAL SET, Ops & Maint., partial repro, $ 


MAGNAVOX FM-622 (RT-823/ARC- 
131) AIRBORNE TRANSCEIVER, 
covers 30-76 MHz FM in 920 
channels, 50 KHz steps. Out- 
put 1 watt in LO; 18 W max HI 
at 29 VDC. RT has Squelch 
Disable, Squelch Adjust, Test* 
switch and Meter to monitor 
, +24 V-+16 V-AGC-RF FWD-RF 
REFL-OFF. Control box provides channel se-~_ | 
lection, Volume, Squelch, OFF-TR-RETRAN HOME 
switch. RT has some modules in common with 


Rack & 


cables not available. 7.8x5.9x15.6, 
31 lbs sh..Used w/control box, 


$250.00 


.range from 28 at 56 MHz, 


AMP 


70 MHZ IF AMPLIFI- 
ER ASSEMBLY, no 
schematic availa- 

; ble but has seven 
transistor amp plus three other transistors 
which seem to be in AGC circuit. Amp was fed 
a signal from 60 to 100 MHz. Gain varied over 
45 at 70 MHz, to 12 
at 100 MHz using 2 MV signal input. Has IF 
Gain pot, five trimmer capacitors, and typi- 
cal transistors 2N2218, 2N708, RAY 7012, and 
2N918. BNC RF connections & DB-15 connector; 
1.7x10x4.3, 2 lbs. #IFA-652590, used, $10.95 


IRCUIT 


4) STANDING-WAVE RA- 
TIO INDICATOR 
CIRCUIT, assemble 
@ SWR meter using this 
1$" square 0-10 scale 
(FS=2 MA) meter with 
filters and rectifiers and’a modified Scher- 
ing bridge. One pair of bridge arms is re- 
sistive, the other capacitive. In theory the 
bridge circuit is balanced when the antenna 
is tuned to 52 ohms resistive resulting ina 
zero reading on the meter. SO-259 connector, 
Bridge: 2$x24x1; 2 lbs. #M701/CU-991, $8.95 


HERCULES FOOT SWITCH, rug- 
ged cast construction de- 
Signed for heavy-duty ‘indus- 
‘trial shop use. Rated 15 amps 
125-250 VAC; 1/2 HP 125 V or 1 HP 
2504,V> 
3"Hx8"L; 


OSHA orange color. Pedal 4"W; o/a 
#HFSW-53-SYN, NW, 


9 lbs sh. $29.95 


455 KHZ BFO 

PERMEABILITY-TUNED 455 KHz BFO% 4 a 
COIL from R-392 receiver. Originally ised 
with 5-55 pf variable capacitor but fixed 
cap may be substituted. Oscillation without 
parallel capacitor: 452-480 KHz. Good basis 
for BFO for any receiver with IF in 450-465 
KHz range; with schematic. 3.3"Lx1.5" dia, 

1 lb sh. #BFO-T602/R392, used, $14.95 
teeter teeeteete ee eeegeetee te 
455 KHz IF AMP from R-392, five IF transfor- 
mers and six 26A6 tubes w/shields; connector 

cut. 3x4.8x9.8, 4#. #IF-R392. used, $12.95 


990-1040 MHZ CAVITY AMP 
CAVITY AMPLIFIER in grounded grid 
configuration for 990 to 1040 MHz. 

Has 2C39A output tube and was ori- 

ginally used in pulse service with 

200 watts input and 1500 watts out 

from 3500 V pulsed plate voltage. 

Input circuit untuned and output 

tunable by adjusting variable ca- 
pacitors; BNC connections. Similar 

to cavity amp in UPX-6 transponder. 
3.5x4.8x3.5, 4 lbs sh. Unused w/info, $32. 95 


RF WATTMETER with DIREC- 
TIONAL COUPLER CU-987/ 
GRC-110A, p/o AN/TRC-75; 
designed for 100 and 1000 
watt full scale readings. 
Directional coupler con- 
prases into RF line and 
7 provides four outputs: 
100 and 1000 watts Forward and 
Reflected. Reverse function 
used 100 W range and Forward 
used 1000 W range in original 
configuration. Panel has 2.5" dia meter 
calibrated for 100 and 1000 watts, 5-reed 
100-130 V 400 Hz freq meter, two SPST panel 
and two rotary switches and 150 ohm pot. 
With schematic. Panel 7.3x5.5x2.5, coupler 
4x2.5x2; 4 lbs. #RFMTR/TRC75, used, $29.95 
+ eee eeeeeereeeeeeeeeete 
CU-987 DIRECTIONAL’ COUPLER ONLY from above, 
a lower power version of coupler used in 
Collins 312B4/302C3 S-Line wattmeters; two 
N conn. 2 lbs sh. #542-0914-002, used, $22. 


BOOKSHELF SPEAKER in wal- 
<8 a ge vinyl-covered 
7x102x22 enclosure. Has 
4" a 16 ohm 1°W speaker 
and 6 foot cord with RCA 
plug; 2 lbs sh. #ER-WD-SPK NEW $4.50 ea 2/$e. 


SPEAKER PAIR in PLASTIC. 
ENCLOSURES, each 4" dia 
16 ohm 1 W Becakes in 
attractive 6#x6#x5} en- 
closure with 6' cord 
and RCA plug. White & 
black plastic per pic; 
4 lbs sh wt. #ER-PL-SPK-PR NEW $3.95/pr 
SPEAKER WRAP for assembling 10#x20x4 walnut- 
grained vinyl-covered enclosure; no grill 
cloth. 7 lbs sh. #ER-SPK-BVC, 2/¢2.00 

S X 5 SPEAKER, 2 watts with 

1£" die magnet. Specify 8 or 

bout 4 lh 1 1b, $1. 353 42757100 


100 = a take PRICING a saw on att above. 


PAGING MIC 


MUZAK MBL MULTI PAGE MICROPHONE, dy- 
namic 150 ohm mic is designed for pag- 

ing and features switching for three 

Page zones plus one "all-call" 

Switch. Usable with amplifiers 

having input impedance of 50 

to 250 ohms; 60-10000 Hz fre- 

} quency response. With four 

SPDT rocker switches and 10 foot 8-conductor 
cord; 3 lbs sh. #MBL-MIC, NEW. $24-95 $19.95 


TRANSISTOR AUDIO AMP 


TRANSISTOR AUDIO AMPLIFIER 

w/5-transistors, on-off- 

- volume and tone controls. 
4 Inputs for ceramic or orys- 
\ tal phono cartridges. Oth- 

fa: possible uses as home- 

brew receiver, intercoms, 
ee projects. Use with 8 or 16 ohm 3" or 
4" speaker. Req 6-9 V AC or DC; with schema- 
tic. 1$x2x34. #ER-10-1231 NEW $2.95; 2/$%5.00 
-100, 500, 1K LOT QUANTITY PRICES AVAILABLE- 


GENERAL ELECTRIC SILI- FIRS niles 
CON COMPOUND, all-purpose dielectric grease: 
protects against shorts due to moisture that 
might occur in cable connectors or similar 
use. 8 02/227 g¢ tube; #G-623-JC288, $5.95 


8 FT BALLOON 


NEOPRENE WEATHER BALLOON 

made for the government 

by Kaysam; 1000 gram net 

balloon weight translates 

to about 8 ft dia inflated ‘ 

size which our picture 

verifies. 5.5"Lx1.5" dia inflation nozzle, 
3.5" dia neck. October 1971 date code; 3 
lbs sh. #BAL-75GH, unused, $16.95; 2/$30. 


RACK W/ PLEXI GLASS 


BUD SERIES 60 RACK CABINET features 
front and back smoked plexiglass 
doors; panel size 83"Hx19"Wx24"D. 
Has louvered sides, perforated top 
& castor set. O/a 91.5"Hx28"Wx28"D; 
350 lbs sh. #60-8319, unused, $400. 
et tea oC et ee a a, A i 7 
STEEL CABINET, rack space 
19"W X 65.8"H rack; removable rear panel. 
O/a 72x22x24, 325#. #FRT-1972, used $85 $65 
MCLEAN DUAL BLOWER RACK PANEL w/ air filters 
& AC cord; 23x19x8.3, 35 lbs sh. NEW $29.50 


MAGNETIC RING 


3.5" dia x 5/16" thick MAGNET 

with 1.9" dia open inner cir- 

cle has about an 8 Ibs lift 

capacity. 5" dia metal casing 

with mount flange protects and isolates the 
magnet; two wires attach to spring-loaded 
brush contacts. Useful as magnetic portable 
antenna mount or in robotic. audio. or sei- 
ence projects; 2#. #MAG-S91, $2.50; 4/$8.00 


VARIABLE 6-STEP ATTENUATOR, lad- 
’ der network in 10:1 ratio. At- 
tenuates 0.1 V down to 0.1 UV; 

50 ohm impedance. BNC input and 

* output connections: shaft 3/4"Lx 

1/4" dia with gear drive. Silver 

p/o 0.01-50 MHz sig-generator. 3.1x 
3 lbs. #AT101/URM25, used. $19.95 


oveted’ 
Se RLieDi 


CASES & CABINETS 
TEST SET CASE, o/a 9"Wx8.4"H 
x9"D aluminum box includes 
3.8"H cover w/storage compart- 
ment. Also hasp fastners (not 

, lined). carrying handle & rubber 
feet; 5#. #CS/TS3797, unused, $9.95 
tata an an Td cedo ey ey aby Et hur a tat eet ee ee 

LARGE ALUMINUM TRANSIT CASE ; 

with rounded corners, hasp 

fastners and carrying handles; 

20,8"Hx28"Wx17" dia including 

6"H top. Spot welded compart- 

ments plus two nesting trays; ~ 

66 lbs sh. #CY-3700/PRC-47, used, 


$35. $28. 


INSTRUMENT CABINET for 
HP-3550 test set; adapt 

to other uses. 7.6"Hx 
19"Wx9"D + 4"D cover less § 
1" overlap; three "6Hx5"W 
compartments; w/fastners 


& strap; 17 lbs. #CS-HP3550, used, $e5 $28. 


PLASTIC STORAGE CASE, rugged 
but light with hinged top, hasp 
fastner, and recessed top grip. 
Two glued spacers; interior 
—_— 7.5x6.3x5.3. Handy item for 
shop; 2>lbs. #CS-PL-SR, used, $2.25; 2/$3.50 
FIBERGLASS CASE with carrying 
handle and six hasp fastners; 
lid not hinged. Lower section 
13.5x8x9: cover 3.5" deep. Has 
fittings and rubber shocks to 
be removed. #FIB-SR-684 
11 lbs sh; used, $7 ea: 3/15. 
lus rear 
O/a 24"Wx 
used, $15. 


13x24 top deck 
Dark brown; steel. 
#PSD-MI2, 


PRINTER STAND, 
storage area. 
25"Hx21"D, 38 lbs sh. 


PRINTER STAND/COMPUTER CABINET 
24.5"Wxi2"D top plus large bot- 
tom-hinged door to access inter- 
ior. On-Off switch for 6-outlet 
AC strip w/8’ AC cord. Black- 
krinkle finish; 23.8"H, 50 lbs. 
#PS-TTY, unused, 

$22735 $14.95 


CY-1344 ALUMINUM TRANSIT CASE, 
18.6"Hx21"Wx12"D with hasp 

fastners & spring-loaded side 
handles; 30 lbs sh. Used, $20. 


CS=1060 CASE w/CHASSIS p/o 
small scope; o/a 8"Wx7s"Hx13"D. 
Front has cut-out for S"CRT; 
some parts on chassis. Handle 

on top; 10 lbs. Used, $8.95 


STEEL ENCLOSURE with metal feet 
and hasp fastners. 6.5"Hx9.3"W 
x5"D; 5 lbs sh wt. Used. 

#ENC-RM-39, $3.00 ea; 2 for $5. 


#ENC/ROMII ENCLOSURE, designed 
for portable test instrument; 
cover telescopes and slide-— 
snaps over slant-style bottom. 
Top handle and rubber feet on 
back and bottom. Slanted sec-— 
tion 2"D min to 3.8"D max; o/a 
8x8.5x5.3, 3 lbs. Unused, $5.95 


ALUMINUM ENCLOSURE & frame from 
antenna coupler. Adapt as-is 

or re-work; 7.5"Hx10"Wx10"D + 
removable 4.5"x2.5x3"D front 
antenna insulator. Cut-outs 

for 1.8" meter and two connec- 
tors; 8 lbs. #ENC/180L3, $7.00 
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R-S9OA/URR HF RECEIVER 


R-S90A/URR RECEIVER 
. famous military set 
}covers 0.5 to 32 
MHz AM-CW-MCW in 31 
one MHz bands read 
\ directly on mechan-— 
l ical digital count-— 
yer. 455 KHz final 
Fs (nas -Foarclal= 
Tins mechanical filters allowing 2-4-8-16 
KHz selectable bandwidth. Calibration points 
every 100 KHz; also BFO, AGC, dial locks, 
600 ohm audio out, Line and Carrier Level 
meters. Rackmount; mo covers. Requires 115/ 
230 VAC 60 Hz. 10.5x19x16.8, 95 Ibs sh. LESS 
METERS: Used-reparable, $175. Checked, $295. 
CHECKED w/white meters (not original). $330. 
MANUAL, maintenance, partial repru. $15.00 
R-390A "AS-IS" 3TF7, BFO and 
covers; “visually inspected” only, ,$135.00 
Pe ee ee i ee ee ee 


R-390A BR-392 BR-648 PARTS 


REPLACEMENT ASSEMBLIES & PARTS for the pop- 
ular military receivers R-390A (A), R-392 
(B), and R-648/ARR-41 (C). SPECIFY receiver 
type and chassis designations of parts! 
POWER SUPPLY without tubes $30.00 (A) 
AUDIO SECTION: $30 (A) $3U(B,, $15(C) 
CRYSTAL CAL CHASSIS, $30(B) 
CRYSTAL OSCILLATOR (less crystals) $20(A,B) 
DYNAMOTOR POWER SUPPLY, $20(C) 
IF SECTION, CHECKED: s90(C) 
RF AMPLIFIER SECTION, $1i5(C) 
RF DECK, complete: $95(B) 
RF/IF TUNER LESS VFO, $90(C) 
RF OSC ASSY LESS CRYSTALS, $15(C) 
SPECTRUM GENERATOR, $15(C) 
VFO, (COLLINS): s40(C) 
VFO. (NOT COLLINS), $40 (B) 
3TF7 (RT510) BALLAST f/R-390A, NEW, $17.50 
POWER TRANSFORMER only, used, $20.00 (A) 
AUDIO TRANSFORMERS, $5.00 ea (A,B,C,) 
BEAT FREQUENCY OSCILLATOR, $20 (A)3- $15 (B) 
COUPLER, OLDHAM, small only, $4. (B,C) 
CRYSTALS, BAND, $10 ea (A,B,C); 5/$35 per Rx 
CRYSTAL, 200 KHz CAL, $18.00 $10 (A,B) 
DIAL, COUNTER $15.00 (A,B,C) 
FILTER, MECHANICAL 9.4 KHz, $25.00 (C) 
a MECH, 2 or 4 KHz, $35.00 ea (A) 
MECH, 8 KHz, $27. 16 KHz, $20. (A) 
GEARS #39 or #21, $6 (A); others, $3 (A,B,C) 
GEAR CLAMPS, large $3. Small, $1.50. (A,B,C) 
HANDLES per pair, $7.00 (A,C) 
KNOBS, small or medium size, $1.50 (A,B,C) 
: » MHz/KHz large, delete; $4 (B); $5 (C) 
POTS: RF, IF, AUDIO GAIN, $2.00 ea . (A,B;C) 
RF-IF TRANSFORMER (specify #): $8 ea (A,B,C) 
SLUGS only (specify #), $3.00: ea = CA; BSC) 


less meters, 


$35(B) 


$60 (B) 


0.8-$2 MHZ RECEIVER 


R-392/URR RECEIVER, 0.5 to 

32 Mhz AM-CW in 32 one Mhz 

bands using mechanical di- 

gital tuning. Triple con- 

version en lewer 8 bands, 

deuble on others. Select- 

ive bandwidth 2-4-8 Khz; 

100 Khz orystal calibrater 

points. With 25 tubes ef 

2647, 26A6, 26C6, 26D6, 

6AJ5, 12A07. Requires 24- 

28 VDC 5 amps. Rugged vehicular version ef 
the famous R-390 receiver. 11$x142x11; 58 1b 
sh wt. Used-reparable, $185, CHECKED, $265. 
MANUAL for R-392, partial repro, $15.00 
9-PIN FEMALE POWER CONNECTOR f/R-392, $9.00 
LS-166 SPEAKER for R-392, used, $15.00 

115 VAC POWER SUPPLY f/R392-no connector $25 


COLLINS R-390 RECEIVER 


R-390/URR HF RECEIVER, 
predecessor of the 
R-390A, but does not 
have mechanical fil- 
ters. Function switch 
has SQUELCH position; 
Collins or Motorola- 
made for Collins as 
available. Requires 
115/230 VAC 50-60 Hz; 
10.5x19x17.3; 92 lbs. (UPS in 2 packages.) 
Used-reparable, $180. Checked, $300.00 
SERVICE MANUAL f/R-390 partial repro, 


LESS METERS & COVERS. 


$15. 
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RECE! 


VER 
HF LINEAR RECEIVER 
AMPLIFIER, 2 to 30 
MHz dual channel 
solid-state unit 
amplifies RF sig- 
nals for recei- 
vers to "pull in" the weak 
stations for the shortwave 
channel is capable of 1 to 1.5 watts with 
gain of 20 DB. Ideal basis for QRP projects, 
receiver pre-amps and exciters! Tuned cir- 
cuits could even be put between the cascaded 
channels. Each channel consists of plug-in 
modules: input bandpass filter, preamplifi- 
er, power splitter (2 emitter followers), 
power amp, and monitor amp. TO-S style 
transistors; connectors are TNC but could be 
replaced with single hole mount BNC. Aiken 
mfg; schematic not available. Requires 

115 VAC 50-400 Hz; 3.25x19x19, 30 lbe sh. 
#AE-3300-42889, used-reparable, $125 $99.50 


225-400 MHZ DETECTOR 


225-400 MHz DIRECTIONAL 
, POWER DETECTOR used in 


- 


listnener. Each 


~ AM-6155 UHF power ampli- 


fier. Rated 65 watts 

forward; 15 watt8 re- 
versed. Forward/reversed DC output propor- 
tional to output/mismatch; sub-mini con- 
nectors provided. "N" RF connections; 4.5x1 
x1.3, 1#. Coaxial Dynamics #3023, used, $17. 


MILITARY BATTERIES 

NOT RECHARGEABLE. 

BA-40 for BC-620 
/BC-659 receive 
section, +90 and 
+105 Ve Sx5 08 
x4, 6#.. "GOOD", @& 
$8.95; "Weak" $4. 

BA-48 for Rx sec- ; ra 
tion of RT-77/GRC-9; “& = 
6-CD & 60 A-cells, 1.5 & ad 
90 V. 10x2.2x4.8. "GOOD" $8.95; 


BA-279 for PRC-8-9-10 Rx-TX; 8 CD, 45 B, 45 
AA, 8 C-cells, +1.5-67.5-135, -6 VDC. 5/79 
dates} -8.3x2.3x8.3.. 7. Tbsév$T 059 4 te/$tas 

BA-314 for PDR-27F, 45 FL-3 cells, 67.5 VDC; 
6/81 date ss2.8x073x2..53: 18, $1.25 7s Les Sho 

BA-416 f/ PDR-27C, +22.5-67-90-135 V; 10/84 
date. 4x3x2.8, 2#. $5.95; "Weak", 2/$ 

BA-1277, 3 R-42R mercury cells, 1.3 V; 5/83 
date. 2.4x1.3x%2, 2#. $2.50; "Weak" 3/$2. 

BA-1393, 12 RM-3WA mercury cells, 13 VDC; 
2/82 date. 5x1" dia, 1#. $2. "Weak" 3/$1.75 

BA-4386 for PRC-25-77, 12.5 VDC; 3/80 date. 
3.5x9.5x2, 3 lbs. "WEAK" only, 3 for $5.00 


"Weak" $4. 


COLLINS 1808] 


180S1 ANTENNA TUNER, manu- 
ally-controlled 1 KW pi Per oem 
network tuner for 3-30 MHz 98 
range. Includes UCSL-500 
4-500 pf vacuum variable 
capacitor, 26-570 pf air 
variable capacitor, and 15 
uH roller inductor. Con- 
trols for ANT ‘OUTPUT’ C, ui 
COAX INPUT C, SERIES COIL. Also SERIES or 
SHUNT input terminal + two 500 pf capacitors 
for ‘shunt. 1£0..5x7.8x11.5, ‘L6#; Used, $200.00 
ROCKWELL 180S-1 ANTENNA TUNER, used, $250.00 


TUNER 


COLLINS 30L1 RF POWER 


AMP, manually tuned 

five bands 3.5. 7.0, 

14, 21 and 28 MHz. 

Amplifies 70 watt 

drive signal of 

KWM-2A transceiver 

to 500 watts PEP us- 

ing four 811A tubes. Metered 1 AMP/2 KV DC: 
"Winged" label. Requires 115/230 VAC 50-400 
Hz. 7.8x14.3x13.3, 44#. Used-reparable, $575 


COLLINS 516E2 
PLY for KWM-2 
transmitters; 
28 VDC input, 
will not power 30L1. 
x70i5,. 24. Lbs. Used, 


DC POWER SUP- 
and S~-Line 
requires 24- 
Solid-state; 
10x6 
$49.50 


Perr 
om 


$.7-4.17 GHZ WAVEGUID 


‘ i ua f oe 
COPPER WAVEGUIDE, 2"xl" size for the 3710 to 
4170 Mbz range; Western Electric manufacture, ~ 


removed from telephone installations. Filters 


are tuned to preset frequency; adjusting 
sorews Gan be reset to desired frequency. 
No further information available. 


#1303-Series FILTER, two top and two 
side adjust screws; 6-11/32"L, $12.95 
#1300-Series FILTER, one top and one 
side adjust screw; 3-5/32"L, $8.95 
#400-Series TUNER, two $" dia adjust 
screws; 22" long, $9.95 


#J568330K1 XMTR AMPL, dual sec- : 
meg tion 2-5/32" and 12" vari- 
able internal port; o/a 4$*L, $14.95 


ae 


__ #5D63919-31 AMPLIFIER with 416B 


tube with 3/8" dia screw port 


adjacent to tube grid cap; as- “a 


sembly silver-plated brass. O/a 
5$x3$x1-3/8, 4 lbs sh. $27.95 


Mating 6-prong connector, $2.00 — 


VARIABLE FREQUENCY OSCILLATOR 
from R-390A HF receiver with 
5749 tube; various mfg (no 
choice). 4x3x7.5, 4 lbs ‘sh. A 
#VFO/R390A-O/H, GOV'T-RECONDITIONED, $45:00 
+e teteeeeteteeeeteteeee te tt 
IF DECK from R-390A with BFO, four Collins 


455 KC mechanical filters 2-4-8-16 KHz, anda 


tubes except no RT510 ballast; 4 lbs. USED: 
#IF/390A, 

t++eeteteeteteeeeeeeeeeete” 
AUDIO AMPLIFIER for R-390A w/ tubes, capaci- 


tors; 7#. #AF/R390A-OH, GOV'T-RECOND, $35.00 


"AS-IS" but "good" filters, $100. — 


RF AMPLIFIER DECK removed by _ 


the military from R-390A re- 
ceivers. We are selling them 


"AS-IS" for parts or as pos- | 
sible spare for your working 


R-390A. Includes front gear 
assembly, set of RF trans- 


formers with slugs and slug 


racks. LESS tubes, crystal 
oven & counter. 9x12x16, 18# 


#RF-R390A-93, 
s & = oe 8 & €:8 8 £ $e & 8 £298 8 Sse 


CRT-1/CPRC-26 CANADIAN 
PORTABLE TRANSCEIVER, 
six channel unit for use 
in the 47 to 55.4 FM Mhz 
Tange. Receiver consists 
of RF amp, xtal oscilla- 
tor, mixer, 4/IF amps, 
limiter, discriminator, 


audio amp. Transmitter has master oscillator 
modulator, 


power amp w/3B4. Uses tubes 2/3B4, 


5/1AD4, 5672, and 3/5678 all of which are in | 


Sealed plug-in modules except the 5B4's. Mod= 


ules are reparable Receiver sensitivity 
about 2 uv, deviation 15 Khz. Transmitter 


output S00 MW. Receiver requires 1.5 V 550 ma 


45 V 12 ma, 90 V 30 ma; transmitter 1.5 V & 
ma, 45 V 8 ma, and 90 V 30 ma. (Battery not 


available.) With battery box but less cryse ~ 


tals. O/a Sz4gx108, 5 lbs Used, $17.95 
* * * Ok Ok OF OK 
Accessories for CPRC-26: SCHHWATIC, $1.50 


AT-5001/PRC ANTENNA, collapsible with flex | 


base; 11"L folded, 47" extended. $3.00 ea. 


CP-1/PRC COUNTERPOISE, rubber insulated 4 ft | 


long wire w/aplit pin plug; use as counter= 
poise and/or trailing wire antenna. 2/$1.50 


H-5002/PRC HEADSET, one 300 ohm element, $6. 


MODULE SPARES, unused; specify RF OSCILLATOR, | 


IF AMP, MODULATOR, AF AMP --$2.00ea 10/$16- 


wAS-IS", $oggmme 


}] 4x1lixil, 


RECEIVER SECTION from 
GRC-9 backpack trans- 
ceiver, 2-12 MHz in 
3 bands AM-CW; 456 KHz 
IF, 200 KHz calibra- 
4 tion points. Controls 
and RF Gain and headset jacks. With 
sales 2/1L4, 3/1RS5, 1S5, 304; less grid bias 
battery. Requires 1.4 VDC 450 ma & 105 V 20 
ma. 5x10.5x6.8, 10 lbs. #RX/GRC-9, 


SCHEMATIC for above, $2. MANUAL GRC-9, $8.50 
BA-48 BATTERY f/ above, 8 lbs. Checked, $9. 
CD-1119 BATTERY CABLE, mates to BA-48, but 
not to receiver; 2 lbs sh. $9.00 


AM-65/GRC AUDIO AMPLIFIER, 
3-channel audio for RT-70 

_ transceiver; also works 

- as*power supply when PP- 

| 281 or -282 modular supply 

is installed inside AM-65. 
4.4x8x13, 17 lbs sh. Used, $19.95 


PP-281 POWER SUPPLY, allows 12 VDC operation 
’ of RT-70/AM-65; 6#. Used, $15. Unused, $21. 
PP-282 SUPPLY for 24 VDC power. Used, $12.00 
PLUGS for RT70/AM65 interconnect, used $3 ea 
MANUALS for RT-70 or AM-65, $5.00 each i 


VOX-A-PHONE, functions as 
telephone patch using @ 
voice-activated switch to 


| key a transmitter and can 


be used as "hands off 


-| mote mic in NORM 


| in effect rele ce of Siigakers 

te versa. Con- 
cks | f a transcei- 
of Nleced in unit’s 


-coupled to trans- 


nemit volume manually. 
cer starts upon patch connection 
: nes when 20 seconds remains in patch 
period. Some jack re-wiring may be required. 
6 lbs sh. #VOX-PHONE, NEW $35. $44. 


VERTICAL GYRO 


115 VAC 400 Hz VERTICAL GYRO AS-— 
SEMBLY with 24 VDC caging sole— 
noid pictured with cover removed. 
360 degree roll; +/-85 degree 
pitch. Gyro output is to be used 
with selsyn-type receiver indica-— 
tors. 6x4x4 in sealed can: 6 1bs 
sh. #VG-1701- 


JOHNSON DESK MIC 


Popular -desk mic has volume trimpot 
to adjust sensitivity and large push- 
to-talk switch. Handsome brown-cast 
metal & brass-colored mouthpiece; 
coil cord has 5-pin connector. 
9.3" H, 3.8x6 base; 3 lbs sh. 
#250-0736-002, NEW, $24.95 
#250-0736-003, "black", $25. 


JACK STRIP 


- J-2101 TELEPHONE 
Sea SACK STRIP, 24 
pairs of phone plug receptacles with metal 
frame and 4 row x 26 terminal block on rear. 
2.8x19x16, 14 lbs sh. UNUSED, $22.95 


TUNABLE TWIN-CAVITY BAND- 
PASS FILTERS, gold-plated 
cavities have tune knobs, 
dials, and rear N-connec- 
tions. Designed for mili- 
tary TRC-24 radio system 
for specific frequency 
ranges; usable and/or ad- 
— aptable for civilian pur- 
‘poses. 7x2.5x9.5, 8 lbs. Used, $22 each: 
F-196/U 184-205 MHz F-199/U 224-254 MHz 
F-200/U 254-284 MHz F-201/U 284-314 MHz 
F-203/U 344-374 MHz F-204/U 374-404 MHz 
* F-193/U 121-142 MHz, unused, $27.00 * 
* F-197/U 205-225 MHz, unused, $30.00 * 


used, $28. 


used, $19-95 $15. 


MA=-99I7U 


MX-991/U FLASHLIGHT 
official rugged right @ 
angle military type 
made in USA. Operate 
from two "D" cell bat-"™==" '“ 
teries (not included). Clear diffuser, red 
signal, and white opaque spare lenses store 
in handle; metal belt clip. O.D. green plas- 
tic; current issue, 8.3"Lx2" dia. NEW $6.75 


PLASHLIGHT 


MILITARY LANTERN- ie 

FLASHLITE has 2.3" dia lens 

head which pivots from right 

angle to in-line position. Requires four D- 
cell batteries for longer life; with belt 
clip. O.D. green color; metal construction. 
8.5x3x1.3, 2 lbs sh. #FL-21067,NEW, $6.95 


J-38 CW KEY with shorting 
bar and white brass hard- 
ware; on 4.2"x3" black 

UNUSED, $30. USED. $22. 


RF-111/TRC-75 LOADING 
», COIL for 1 KW PEP HF 
“xmitter; electrically 
increases length of a 
whip or long-wire an- 
tenna. Consists of 
two fixed coils: one 
30 uH, the other 15 
uH; also two 26 VDC SPDT 
RE-6B 25 KV pk 25 A vacuum 


Si 7.6x16.3x9.1, 12 lbs. Used, $89.50 


EE-8 FIELD TELEPHONE, portable 
hand-ringing magneto type for 

use where radio communications 

are not feasible. Two or more 

can be used in two-wire system 

up to 17 miles in length. Con- 

nect with two conductor wire; 

GN-38 handcrank generator signals 
transmission and MC-131 bell alerts 

of call. Two "D" cells required to operate 
TS-9 handset. With carrying case and strap. 
8x10x3.5, 19 lbs. Used, $50.00; MANUAL, $5. 


J-45 CODE KEY SET, consists 

of J-37 key mounted on steel 
leg clamp for field use. 4' 
cord & plug; 3 lbs. Used, $20. 
+e te eeeteere eee tet 


ID-642/GM WINDSPEED INDI- § 

CATOR, part of airport 

wind/speed system. Has 

two 4" dia dual scale 

meters one marked 

CROSSWIND LEFT/RIGHT 

and the other HEADWIND/ 

TAILWIND. Each has : i 
50-0-50 / 25-0-25 MPH indication and Range 
switch. Operable in direct mode from a DC 

PM motor (not supplied) or in time mode for 
0.5, 1, 2, 3, 4 or 5 minutes to determine 
average speed. Time mode requires batteries 
6/BA-416, 2/BA-404, BA-261 (not supplied) or 
other source of +22.5/45/67/90/135 V, 1.5 V, 
22.5 V. Resistor values could be changed to 
give more sensitivity. In hinged aluminum 
case; 16x16x9, 35 lbs. Used-excellent, $40. 
BA-416 BATTERY. 22.5/45/67/90/135 VDC, $5.95 


S-166 SPEAKER 


GRC/VRC SPEAKERS, each has 4" dia 
cone with large PM magnet & 600:8 
ohm transformer housed in a cast- 
aluminum case with cable and au- 
dio plug.5x5x3.3, 5 lbs. Used: 
#LS-166 with U-77 plug & Hi-Lo 
switch for GRC-3--8 series, R-392 etc. $15. 
#LS-454 w/ U-229 for PRC-25-77, VRC-12, $16. 


' 2500 ohm input; 19" dia horn. 


C-847 SPEAKER BOX 


4 C-847 SPEAKER CONTROL 
-BOX, originally part 
of VRC-19 VHF radio set 
but with 8 ohm 4" speak- 
er, C-847 is usable in a 
variety of audio commun- 
ications applications. 
Has Speaker ON-OFF, Vol- 
ume, Squelch aad xmitter Preset Freq setect 
for VRC-19. Aluminum cast; flanges for wall 
mount. 5x7.5x2.3, 8 Ibs sh. Unused, $18.95 


P-A SPEAKER 


LS-103/TIQ@ PUBLIC ADDRESS 
SPEAKER for indoor or 
outdoor use; conservative- 
ly rated for 30 watt out- 
put with 50-1i10000 Hz re- 
Mm? sponse. Has 16 ohm voice 
coil & driver plus match- 
ing transformer with taps 
for 250, 500, 1000, or 
Mounts to 
7/8" dia pipe and has lock-joint to adjust 
angle. Rugged speaker out-performs most new 
commercially-made speakers with similar 
"printed" specs! Driver & coil 20.5"L; o/a 


26"L,° 26 lbs sh. Used, $34.50; 2 for $60.00 
MT-128A MOUNTING TRIPOD for LS-103, extends 
48"-90"H. Steel, 25 lbs. Used, $25. 2/$42. 

RL-3 REEL with RD-110 wire for speaker 
hook-up; approx 90 ft, S lbs sh. Used, $4. 

CY-37/TI@ WOOD CASE for storage of two 
LS-103’s plus space for cable and other 
items. Hinged with hasp fastners; 23x34x22, 
85 lbs sh. Used, $10.00 


L$-103 


PATCH PANEL SET 


SB-2244 COMMUNICATION PATCH PANEL . 

for interconnect of RTTY and crypto 93% 
equipment. Provides three signal & 

stepping circuits to a transmitter- 
distributor. from a crypto xmitter. 

Each circuit has signal and step,» 

loop. Adjustable line current 60) 

ma (signal), 50 ma (step). Loop 

has two Loop and Set jacks plus one Miscel- 
laneous. Also 100-0-100 MA DC Line meter, 
three dual patch cables and manual. Re- 
quires 120 VDC for signal & 67 VDC for step 
battery. 12.1x5.8x6. 17#. Unused, $29.95 


PRS-4 MINE DETECTOR 


AN/PRS-4 MINE DETECTOR SET, 
audio frequency, mutual con- 
ductance-type used by mili- 
tary to detect anti-personel 
& tank mines having metallic 
parts. Square search head 
attaches to telescoping han- 
die while amplifier unit is 
A carried on operator s back 
in canvas harness. Has headset for audio and 
meter for visual indication of metal object. 
Stores in 9.5x36.3x13.8 wood case. W/ tubes 
1U4, 2/1U5, 5676; CK522. Requires 67.5. & 1.5 
VDC; batteries not available. Good physical 
condition but not tested; 57 lbs. Used, $65. 


TA-312 FIELD PHONE 


TA-312 FIELD TELEPHONE 
(or equal) rugged unit 

replaces famous EE-8 
field phone and can be 

used with them. In- 
cludes G-42 crank gen- 

we erator, BZ-3 clacker 
~ call signaller, H-60 hand- 
set, and canvas carrying bag with 

strap. Requires two D-cell batteries (not 
supplied.) 12x7x4, 12#. Used-checked, $75.00 


lL42 WO-1tA/TT 


MX-306A FIELD TELEPHONE WIRE 
REEL, canvased-covered reel 
of 1/2 mile (2600 ft) WD-1A/TT 
twin lead black vinyl-covered 
: steel wire. Intended for use 
with EE-8, TA-43, TA-312 and similar field 
phones. 10" dia X 5"H, 22 lbs. UNUSED, $65. 
"USED" MX-306A, may have splices, $50.00 
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WEAVER D6 SCOPE 


Quality 6 power scope fits 
common rifle mounts. Unfor- 
tunately scope is without 
cross-hairs. Still a nice 
low-cost spotting scope! 
12.3" long, 2#. NEW, $14.95 


ATTENUATOR 


ATTENUATOR NET- 
WORK, 600/600 


ohm balanced eRe 
"H". 0 to 70 DB oe | 
in eight 10 DB 4 


steps. 4"Hx2.5" dia, 2 'ps. 
Used. #ATT/SG15, $%. $7.50 


15° ft cord 
connects to 
car, van or 
RV cigarette 
lighter allowing 
use of 12 VDC 
appliances ‘ 
throughout the vehicle; #16 
wire) 2 lbs sh., #LI-C1L5, $4. 
#LI-C3 3 ft lighter cord; 
good size for portable 
battery packs, etc. $2.50 


-1.7-2.4 GHZ POWER AMPLIFIER 
using 2C39A in dual-folded 
coaxial silver-plated cavi- 
ty. 3/4 wave grid cathode & 
Plate tuned by plungers. 
Output 5-10 watt coupled by 
probe in grid plate circuit. 
Requires 800 VDC, -15 Vv, 5 
VAC. Male & female C con- 
Mections. 15x3.5x4, 9#. W/ 
info. #PA-TRC29, used, $85. 


HONEYWELL HUMIDIFIER CON- 
TROL as used in home humidi- 
fiers. Plastic element tape 
senses humidity and closes 
normally open 120 VAC con- 
tacts; has variable control. 
1.8x4.5x1. #H46B1028, $2.75 
#H46A1103 DEHUMIDIFIER CON- 
TROL, norm-closed, $2.95 


HEATING ELEMENTS 


glass; pro- BRYANT STRIP HEATING ELE- 
bably for MENT, 120 VaC 150 watts; 
xtal oven control. Unused: le"wW x 8"°L including mount- 
#74661725, 4.5"L leg gradu-| ing flanges. 2 lbs sh. 

ated 58 to 62 C in 0.1 © | 46335-931-7883, NEW, $2.95 


increments; 7" leg is mer- 
cury resevoir. $6.95 LOOP COIL TYPE, 9" 4 
#7461727 Mercury Switch, 115 VAC 30 w. }83975, "2. 00 


makes contact @ 60 C; wire 


fi VDC COUNTER leads, 3.3"L legs. $5.95 


6-DIGIT MECH- i fi ; 

Eee pe CARD SCANNER By iaaearercascereis 
non- |. Co ae > . 

| resettable; ij panel. O/a 2.9"L; used: 

#FU-HKX, 22-33 V amber, $2. 


#FU-HKL, 115 V, clear $2.50 


PARTSHIGALORE 


MERCURY 
THERMOMETER 
right-angle§ 


CY-684 EMP- 
TY SPARES 
BOX for 
= GRC-3--8 
Ie: : radio; can 
hold 26/7-pin mini, 5/GT- 
tubes & vibrator. Aluminum 
w/hinged top & latch; 3x 
10.3x5, 3 lbs. Used, $7.00 


REODES 60 SEC 
TIMER, times 
from 2 to 60 
seconds; bell 
signals time 
elapsed. 3" 
dia plastic 
Case; 1 1b sh. 
a NEW, $2.50 each. 


— i —~C~— 
TELMVMSTER PROGRAM SELECTOR 
part of an obsolete pay TV 
system which featured ore- 
recorded tape program re=- 
view, coin deposit register 
mechanism, and audio ampli- 
fier-power supply with 4* 
speaker. Generates 8 Mhz 
signal to trigger mechanisnz 
and 55 Mhz video output. 
Tape magazine has recording 
Head and plays 66' of 4" 
tape in continuous loop. 
Mechanism has 5 RPM Cramer 
Tid VAC motor plus other 
motor, gears, etc. 

Fower supply output 150 VDC 
100 ma and 6.3 V 3 emps. 
Tube line-up 3/6U8, 6BE6, 
6BAG, and 12BH7. 

Cabinet 15x7x7, 21 lbs sh. 
Our bargain price is worth 
the tape magazine, coin 
mechanism, power supply, 
or tubes alone. NEW, $9.95 


TIMER BONANZA 


CREDIT CARD 
SCANNER, uses 
optical sys- 
tem to read 
raised numbers 
of credit 
cards into a 
photo array. Small AC motor 


drives card through reader; 
w/connector diagram. 5x5x4 


2 lbs. #ECR2020, used $4.95 


GRGUNDED 6-OUTLET AC STRIP 
with lighted ON-OFF, RESET, 
and long 15' cord. 13x1.8 

x2.5, 3 lbs. #ST-6AC, used, 
$5.95; 2/$10. UNUSED, $9.95 


| On white. Rear 
| mount flanges; 
o/al. 3"Hx1. S"Wx2. 5"D, ‘1.4. 
| #£07B10DC12, NEW, $2.95 


KEY ALARM 


ALARM CON- * oe 

TROL PANEL e* “a ® 
w/S—-posi- * * * s 
tion key 

lock wafer switch, SC628 
Sonalert 6-28 V 3-14 ma, and 
-ive panel lights. 11.2x4x8 
= lbs. #ALRM-SC428 w/key,. $7 


BAGS & COVERS 
may be used 
or unused. 
"Used" may have minor wear, 
tears or discoloration: 
ANTENNA ROLL BAGS for mast 
sections & related; used: 
BG-174 for MS-116 etc, $7.50 
CW-206 for MS-116 etc, $7.00 


GRC/VRC EQUIPMENT COVERS: 


3" DIA 0-360 de- 
gree RADIO COM- 
PASS INDICATOR, 
adaptable for 
wind direction 
and antenna 
position use; 2 degree in- 
crements, 2 lbs sh. 
#ID-91/ARN-6, used, $10.00 


LOXSWITCH, : 
industrial —— a = 
limit switch “* ey & 
rated 600 V0 Stree 

max 18 amp ac 


CW-329 for GRC-3--8, NEW $8.] contact; has) =) oo. DECADE RESIS-| caRTRI- 
CW-330 for VRC-8--10 NEW $8.] 3/4"Lx1i/2" dia shaft. 5x2.3 , TOR from test | yISION 
'CW-649 for R-442, NEW $7.50] x2, 2#. #L100WNC-2M, $12.00 bridge: has TIMER 
— 2 Se See ‘ten 1K ohm & | CONTROL, 
FIELD PHONE FABRIC CASES: VARIABLE 100 ohm steps] part of 


CY-1181 for EE-8, unused $9 


«DENSITY plus variable 


early home 


CY-1277 for TA-312, used $6 FILTER 105 ohms set | video sys- 
eeueuneeneeetee ®t W w/coupled| by dual concentric rings tem; cheap 
z density for decades and center knob gizmo with 


ST-138/PR BACK 


PACK HARNESS interesting parts: 115 VAC 


timer motor with upto 8 hr 
delay and SPDT contacts, 
18 V 200 ma transformer, 
12 VDC SPDT relay, SPDT and 
4PDT slide switches, etc. 
3.9x9.5x2, 2#. #CV-TC87, si 


for variable. Precision re- 
Sistors & multi-deck switch 
are low current. 3x3x8, 3#. 
#S4-S8/URM90, used, $14.95 


Santa for both lenses. 
Distance between centers 
for PRC-25-77 } varies 1.9" to 3.1"; each 
radios; metal { j threads onto 1.3" dia bar- 
supports and ey 7 rel. #VD-FIL, unused, $3.95 
padded should- rk 


er straps. \ ; 4 : ee SC PLUG-IN TUN- 

Units are “worn”; ; a. ING COILS for 
may have clips BC-230 trans- 
bent or missing, mitter; 2 lbs 
and/or torn straps. : Used, $8 each 
5 Ibs. Used "AS-IS", $7.00 ------ 


WIND DIRECTION INDICATOR 
using 26 V 400 Hz 1 phase 
selsyn transmitters. De- 
sign wind vane and indica- 
tor for monitoring wind 
direction from indoors; 

two selsyns required in pro- 

ject. #TX/SEL, used $9 each 


COPY LENS aper-— 
tures F4.5 -5.6 
6.2-8-16 on mtg 
Pe tes AIS 
lbs sh. #AQA-L205, used, $8. 


SOUND PROTECTORII 


#C-434, 5000-6210 KHz 


~ LOWG DURATION 
BTIMER with |15v 

ma RESET RELAY.115v 

= 60 wz 1/16 RPH 

= MOTOR. CAM ACT- 

UATES SPDT MICRO SWITCH. 

34x24. UNUSED $2.95 


12-DIGIT FLU- Miogeeeee’ 


ORESCENT DIS- gi “ay 
digits 9 thru |e ida ahead 
Fs-s-s’s and : 
decimal point. _ i 
Tubes 2"H plus’ IC’s, trae? 
_ istors, etc. 9x8.5x2.5, 4 
LIGHT lbs sh. #POS-2, $4-95 $7.50 
12-DIGIT FLUORESCENT DIS-— 

W PLAY, 5/16"H characters, 
1-5/16"H DG-10A tubes; 21 
KiStoOGS, IC’ G, setc. 5. cx3.4 
3 lbs. #0P-3704, $47 $3.00 


WIND SPEED INDICATOR using 
a 24 VDC FM motor as 4a 
generator, a 1 milliammeterx 
and a resistor range scal- 
er so that wind speed can 
be monitored indoors. We 
will supply the FM motor 
and a 34" rd 0-1.0=50 
scale (FS-l ma) meter; you 
cesien the rest. 

#WS-MOTOR & METER, $9.95 
AY-| AUTOSYN 


MOTOR AS USED 
IN 1-81 


Avoid hearing damage from 
loud machine noise, fire- 
arms, explosions. 4"Hx3"W 
x3"D foam-lined plastic 
cups w/padded cushions & 
headband. Made for military; 
3#. ASTROCOM #10232, $16.95 


AUTOMOBILE BRAKE 
LIGHT, 5.5"W x 


ANTIQUE-BRASS LOCK SET made 
| 2.8" H red lens 
| 
j 
| 
i 


for. gov't. Includes locking 
assembly, jam receptacle, 
key cylinder & two keys; 2#. 
#LS-264-7598, NEW, $7.95 


on black plastic 
stand; top swivel ad- 
juste light Behe. 

German mfg; o/a 7.5"H 
max, 2#. Piexaiboos: 229.5 


STOVE CLOCK 


STOVE CLOCK 


INDUCTOR PC 
BOARD has = 
200 uH and 2 
1200 uH in- 

@ ductors 3/4"H 
™ xX 1-3/8") dia; 
also 2/4000 mf 20 V, 2/2000 
mf 25 V axial caps, xistore 


BC-746 TUNING 
UNIT, plugs into 
‘WW-2 BC-745 (SCR-511) "pogo |COM BOX has 
stick" radio to set FT-243 |10 4 W lin 


TIMER, mech- a is xtal channel Rx-Tx frequen- |* 4” speak- E1Ge DIRECT 
anical easy- | °*°- sa aS so ghee oe $2. | cies. Specify channel #; 4x |er- Controls REPLACEMENT 
to-read di- ey 2.8x4x1.3, 1 1b. $4.00 each | SEND; REC- San $5.95. 
giteal clock, | IMPRINTER LOGIC with three | Channel EIVE, SEND, & Push-to-Talk: 


Tx Rx 


1-8! & 1-82 ARMATURES ONLY 
fHZTIS/Al, UNUSED, ie 
82 GLASS oNLY, 0 


Tubes 6AU6, 6AQ5, 6X4 and 
NE-45 indicator lamp. Re- 
quires 115 VAC 60 Hz; 6.5x 
11x7, 12 lbs. Used, $14.95 


Start-Stop 
‘clocks & 60 minute timer; 
(11s Vv 60 Hz. Panel 5x6x2. 8, 
'G#. GE#1317675, NEW, $4.95 


each P&B JRA-1012 SPST 12 
VDC reed relays, regulators, 
& 0.02 mf 1 KV discs; also 
2/C4003. 2 lbs sh. $3.00 


#12 5030 KC 5485 KC 
#13 5305 KC 5700 KC 
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DC LOAD PANEL 


"loaded" with prime 
"clean" parts for DC 
power projects! 
Panel includes: 
* 0-30 VDC 2.5" METER 
0-30 AMPS DC METER 
4 each 50 MV SHUNTS 
£ RHEOSTATS: 
2 ea 225 W 3 ohms 
2 ea 150 W 2 ohms 
12 CIRCUIT BREAKERS: 
6 ea 32 VDC 8 amps 
6 ea 32 VDC 20 amp 
* 12 ea 1N1184 DIODES 
Sig. ea 254” 
and other parts. Panel 
is sold "less its On- 
Off and 4 STA selector 


“nn 


fi mane eae 
- ere 


dia KNOBS 


switch. 18.8x23x6, 30 
¥ oe ls Ibs. #DAV-LCP, $49.50. 
* * ee eee ee eee ee eee E RE EK I 


Individual items from above panel: 


METERS, 2.5" rd sealed, 
0-30 VDC, $7.95 ea 
0-30 amp, FS=50 mv, $8 
SHUNT, 30 amp 50 MV, $6 
* * MATCHED METER SET 
with shunt, $19.95 * ® 
RHEOSTAT, 225 watt 3 ohm, 
9 » 150 watt 2 chm, 
CIRCUIT BREAKER, 32 V 8 amp, 
“ Ms > 32 V 20 amp, 
DIODES 1N1184, $1.25 ea; 


FLUTED KNOB, 2.4" dia; #KNB-LCP, 


$6.50 ea 
$5.00 ea 
$2.50 ea 
$3.00 ea 


12/ $12.00 


$1525 ee 


SILICON RECTIFIER BRIDGE, 
phase half-wave; GE #014114Cx5 
or equivalent. 
V 35 amps. 7x64x5, 4 lbs sh. 

#KS-19576L1, used, $8595 $4.95 


+ + + he +e + + 


single 


Rating approx 500 


350 ma output. 6’ 
slide lugs; 2 lbs sh. 
#AUR-9SV34VA, 2468700 2/94. 00 


AURORA TOY WALL TRANSFORMER, 
changes 120 VAC to 9.5 VDC 


cord with 


Ne 


CERVCO AC ADAPTER, 11.5 VDC 175 ma output; 
6’ cord w/o lugs. #CER-11.5V,24¢4-00 2/$3.00 


MOTOROLA BATTERY CHARGER for 
Motorola handheld transcei- 
vers which fit into charg- 
ing trough. Output.11 VDC 
100 ma. Has red Charging 
light & 3-conductor line 
cord. Requires 115 VAC 60 
Hz; 4.8x5x5.5, 


4#. #MBC-6804C. UNUSED $27.95 
NICKEL-CADM| UM 


NICKEL-CADMIUM BATTERY CELLS, 


CELLS | 


1.2 VDC, i-hour amp-hour; white 


poly-vinyl’ case with terminals & 


vent on top. Marathon Battery 


‘ mfg. or =. USED but "chargable”" 

+ + ott tee eee teeter eete te 
#5H12C°, 5 amp-hr; 2.3x3.8x1, 1#. $1.50 ea 
15M220, 17 AH; 2.5xS.4xl, 2%. $3.25 en 


#S106, "C"-size CELL, 


REGULATOR MODULES from Sun sup- 


plies (pg 20), each with current 


limit and volatge adjust. In- 
cludes bridge rectifier, filter 
capacitor, two 2N3055 or equal 
and 723 regulator; 2 lbs sh. 

#SUN-REG-124, 12 V 4 amp, $10. 
#SUN-REG-S8, 5 V 8 A w/OVP; $8. 


ENCLOSED SWITCHING POWER SUPPLY 


with 3" axial fan. Outputs +5 v 


VY 10 amp, +12 V regulated 
2.5 A, +12 V 5 A Unregu- 
lated from 115 VAC 50/60 
Hz input. P/o Wang equip. 
2.6x5.1x12.5, 7#. Astec 
#12690, used-clean, $24. $16. 


$1.25 ea; 
#10VB50, "F"-cell 12 V 500 mAH, 


10 for $10. 
$4.00 ea 


CHARGER fo 


PP-6241 SOLID- 
STATE BATTERY 


r 


silver-zine or 
nickel-cadmium 
types. Three in- 
dependent charg- 
ing units with 
outputs 8-16-32 
VDC or 0-36 VDC in 0.1 V steps; 
1.0 or 2.25 amps charge. With 
cables CX11971, 3/ CX11972, 3/ 
CX11973 and book. Requires 115 VAC 
45-440 Hz input. 11.5x13.8x1ll1l, 46 
lbs sh. Unused, $79750 $59.50 


VERTER, 400 W 


12 VDC to 115 VAC 60 
Hz 200 WATT IN- 


intermit; starts 
high-surge 600 W 
devices. Frequency 


approx 60 Hz varies 


COMPASS INVERTER 


INVERTER, 


#AN-3499, 


Pioneer #12117-6, 


ROTARY AIRCRAFT 
115 VAC 
400 Hz 3 O 100 VA 
output from 27 VDC , 
9.2 amp input. 4.8x7.8 
39.4.8 the. Bhs 

used, 


DC to AC INVERTER 
for aircraft radio 


output 26 VAC 400 
Hz. 1 OU 6 VAs 0 3x 
3.8x3, 3 lbs sh. 


$19.95 


DYNAMOTORS 


DM-53 12 


land or = 


ADAPTABEL 
BELL, 5.8" 


hardware} 


schematic. 


NW INVERTER 


ROTARY INVERTER with output 
115 VAC 400 Hz 1 phase 750 VA 
from 28 VDC 60 amp input; Le- 
mfg. 12x9.5x7, 42 
lbs sh. GOV'T-RECOND., $69.50 


BLARM BELL 


INDUSTRIAL ALARM 
dia bell operates oe 
from 6 VDC 250 MA for non-fire : 
use. Heavy metal cast construction w 


#35X073-A Navy version DM-32, 
DM-32 re-new $15. D-401 renew $12. 
DM-36 re-new $15. 
DM-53 used 


Vv 


750 W 


34. 


° with load. 3-cond out- 
let; 3x7.5x4.8 metal case; 7 Ibs 
#RC-12V200, NEW $126-00° $85.00 


sh 


compass indicators. 
Input 24 VDC 1 amp; 


unused $16.95 


$12. 


DY-10/ARC-1 $14. 


$6. DY-86/ARN-30 $7. 
$8. PE-86 renew $12. 


DM-64 used $10. PE-94 used 
D-10A used 
DY-44 DYNAMOTOR 


$5. PE-133 used 


$25 
$10 
SUPPLY for vehicle 
BC-1335/SCR-619; 21#. UNUSED, $25. 
#3H1514-22 12 VDC DYNAMOTOR for 
WW-2 RBM receiver. Unused, $16. 
#DYN-DY88 p/o. DY-88/GRC-9, output 
580 V 100 MA from 7/14/29 VDC 
input; 15 lbs. Used, $18.00 


#2C4312/B50 HINGE SET f/DM-21, $7. 


3 @ with 


26 V 400 
8.5x8, 26 


24 VDC 2. 

AMP POWER 
SUPPLY 

from 120 


Has volt 


SXT.. dye LO 
Used- 


DY-118/ 
ARC-38 | 
DYNA- 


SUPPLY 
provides 
voltages 


ma & 250 
#28,-- +30, 


MOTOR on 
15x92 ba 
Input 26 


and 2 bal 


HEAVY DUTY SWITCHING 
POWER SUPPLY with 
"heavy duty" 
+5 VDC 28 amps, +12 V 

LS 4 A, +24 V 1.5 A from 
115 VAC 60 Hz input. Has On-Off switch, 3- 
prong input connection and 16-pin Maqlex out- 
put connector. Sold "AS-IS complete, no 


outputs 


2x5x13, 6 lbs. #SWPS-528, $14.95 


Edwards #435-6C1, 


NEW, 


mount 
$9.95 


put 28 VDC 110 A. 
not available. 
52#. Used-reparable, 


VAC input. 
"NEEDS REPAIR", 


MOTOR \a 


WINCHARGER 
51S1 DYNA= 


VDC 22 amps; 
output 1500 se 
voc 200 ma and 330 VDC 
mae 44 1bs sh. Used. $00, 


RTERS 


output 


1 @ sinewave. 


Input 


5 


adjust. Gov't surplus heavy 
duty transformer-type. 
lbs. #24PS-31196, 
$12.00 


for RT-311, -594/ 
ARC-38A from 28 VDC 30 amp 
input. Output: 


se. 


22 lbs. GOV'T-RECOND., 


PP-2352/UR 
ELECTRONIC 
INVERTER 
p/o TRC-75 
radio set, 


VAC 400 Hz 
= 1.4 KW con- 
tinuous (2.5 KW intermit) 


Connector 
7.6x7.8x19.5 
.$95. 00 


MG-149H IN- 
. VERTER, 


VDC 36 amps; 
output 115 V 
400 Hz 16 
sti S500 watts andj” 
Hz 1 @ 250 W. 

lbs sh. Used, $50. 


12x 


Bix 


600 vDC 550 
VDC 150 ma; also 
-65 V. 4.9x6.8 
x18.3, 25 lbs. Used, $35. 


DY-79/PRD-1 
DYNAMOTOR 
= POWER SUPPLY 
ij for R-395 DF 
receiver; 24 
VDC input. 
With 3 tubes 
lasts; 10x14x16.9, 


115 


oil leaned feedback, dri 
output, & regulator tr 
formers, two saturable 
tors & schematic info. Ad 
other components to suit 
your power needs; 10 lbs 

#KIT400HZ-S500W, $59. 50 $50 


In- 


24 


outputs 
pc 10 « 


+/-15 VDC 2 amp. 2 
5 1be. #3DD5- roms NEW $12. 


28 VDC 1 AMP MODU- 
LAR SUPPLY on me- 
tal L-bracket re- 
moved from "un- 
used" equipment. 
Has output adjust 


Hz. 4x4.5x2.5; 4 Ibsos 
#EST-30-281, $10.95 


POWER CONVER 


ASTEC DC to DC CON- 
VERTER designed for 
OC mount; +5 VDC 

input produces -12 “#. 
VDC 85 MA output. 1.2x1 
x1, 1 1b shacNeWa h 
#AA7210, $2.95 ea; 2/$ 


6 V 20 AMP REGULATOR ASS 
BLY, with overvoltage, 
and current limit adjus 
pots; 7/ 2N3055 transis 
1/ GE-C30F SCR & 4/ 1N1 
diodes on 14.4x3.5 heats 
15#. #HS-REG-6V20, used 


100 


3 PHASE "Y" DIODE 
BRIDGE p/o 200 VDC 
supply; 6 submod- 
ules each with ten 
1N1095 diodes & 5 
capacitors series—~ 
parallel. 3.3x2.3x3.7,. 
#1540/ARC58, used, $6.0 


$75. 


PAGING 


OUTDOOR PAGING HORN wi 
" ed voice coil and 5" dia 
-inum horn. Rated 10 vate 
ohms. Includes mounting 
et. O/a 4.8" deep, 4 lbs 
MURA #CBH-5S, NEW, $9.95 


+5 V 7 amps, 


VAC 50-60 Hz 
7.8x4.4x1.5, 


POWER SYSTEMS SWITCH- 
ING SUPPLY, outputs 


amps, -12 250 ma, -5 
300 ma from 115/230 


#PS1558, $29.95 $21. 


+12 V 3 


input. 
3#. NEW: 


‘ALARM BELL 


manufacture; 


tor provides loud 
ergized. Includes 115 VAC trans 
former with 10 V output for belli 
coil; 6' cord, Bell assembly 7x 
4x1.5, 3 lbs sh. Liberty Bell 


"jingle" 


#2004, NEW, $9.95 


@ 4X150/4CX250 sil- 
jver-plated socket 
*Eimac/Johnson as 

“= available. USED: 
‘ = 71100 pf bypass 
_ w/chimney; 2.5" dia, $18. $15. 


Bi SK/TRC68 compact 2.3" dia w/ 


IMAC SK-636B CHIMNEY 

| for SK-620 or #122-115 
_ pockets; plastic with 
clamp. UNUSED, $7.50 


OCTAL TUBE SOCKET EXTENDER fits 
octal tube socket & saves wear 

| ana tear. #1189, NEW, $2.45 
| U-102 OCTAL TEST SOCKET, test 

| points for octal tube; plugs 

‘into socket. #4578 NEW $2.00 
103 LOCTAL TEST SOCKET, test 
oints for loctal tube, $2.50 


| * TUBE SOCKETS, used/unused: * 

OCTAL-moulded/bakelite, USED: 
ing mount, $.35; 2-hole $.50 
TAL CERAMIC in 1.1"Dx1.4" dia 
etal cup. #8C-MC, NEW, $1.25 
PIN BAKELITE SOCKET in 1.1"D 
2.3" dia cup. #5B-MC used $1. 
}-PIN FIBER WAFER SOCKET, $.75 
INIATURE 7- or 9-pin, moulded 

r bakelite, unused, $.35 ea 
Mini 7-pin CERAMIC, ins od $.60 
| SUB-MINI SOCKETS, in-line, $.75 
-SUB-MINI, round short-lead $.75 
SUB-MINI, round, long-lead $.85 


_ *® JOHNSON CERAMIC SOCKETS * 
#122-101 ceramic socket in 
_ metal cup; for 829, used, 
122-206 without collar; 
for 8008/5C22 unused, $6.00 
| #244 wafer for 8008, used, $4. 
tee ttre ett ttt t+ t 
#122-0311, 12-pin for 8122; 
moulded 3-hole mt. NEW, $2.50 
a‘ **e* * *& KK HK KR KE KER 
METAL 5/8" PLATE CAP, 2/$1.00 


TUBE SHIELDS for 7-/9-pin mini 
tubes (specify tube#) used $.40 
SHIELD for 4-400A, used, $6.00 
OLD METAL SHIELDS 
for small base 
ST-12 size 4-5-6- 
T-octal pin tubes 
removable top cover. Designed 
| to fit retainer ring on a chas- 
“sis; 4.3"Hx1.6" dia. USED, $4. 
ee * RK KK KKK KR KK KK 
| BLACK IERC-type SHIELDS, used: 
|| #TR5015 for 6AK5-size, $.85 
| #TR5020 for 6BA6-size, $.85 
#TR6015 for 6DJ8-size, $.95 
| #NW6-6520 f£/12AX7; new, $1.35 
TERMINAL BLOCKS--TELEPHONE BL ig 
|#TT4XiOF4A, 4 rows, 
ten terminals. each; 
total 40. Size: 3.5x 
‘|3x2. Unused, $4.25 


| 879-9661 3 rows of 30 
terminals one side wire wrap. 
size 8-7/8x2-3/4x1-3/4 $3.50 
* TERMINAL STRIPS, unused * 
| 4-TERM pairs, 4"Lx1.8"W, $.50 
| 7-TERM pairs, 4"Lx0.8"W, $.65 
AUGAT single 6-TERM PC-mount;_ 
Sia 6"W; #4PCV-06, 10/$7.50 


$4. 


; AIRCRAFT- -STYLE single terminal: 
#AN3436-2-9, 9-term 6/32 studs; 
5.8"Lx0.6"W. Unused, $.65 ea 

#AN3436-4-16, 16-terminal 10/32 
|| studs; 12.8"Lx0.9"W. $1.00 ea 
Beet eee tate + Rtas £4 et 
| #5BK-22 TERMINAL BOX, has three 
43-term AN-3436 strips and two 
9-term; 10/32 studs extend 
‘thru phenolic strip and have 
asides lugs. 4 Ibs. UNUSED, $3. 


®% 5-POSITION CERAMIC 
TAF SWITCH for 100 W 
BWW-2 transmitters; 
Kielbe shi 


$2.95 


10/$32 100/€¢245. 


CENTRALAB 850- 
SERIES high 
voltage "door 
knob" capaci- 
tons, 0.5" Hx 
Used, $4.95 ea 


50, 75 pf (7.5 
RYT $98, i2z0, 140 pf 5 Kv 


TYPE "958, 1000 ‘pf 5 KV, $8. 
TYPE 950 2000 pf 5+ KV, $10 


WYDC CM 
600 55 
600 55 
1200 55 
1200 55 
2500 60 
3500 55 


On Sid dia’ 
Specify: 30, 


MICA CAPACI- MFD 
TORS used 
in RF power 
circuits. 
JAN CM-size 
less than 
1. G'eleoors 
used, $1.25 


ae Oe A eye eet eg So Fe ey, ee 


.001 mf 2500 WVDC, $2. 


-002 2500 ai aals 
-0062 2500 $3.50 
-002 3750 Sore 
+e¢eteteetetee ett tt 
Fil-size MICA, 2.8x1.5x1: 
0.006 mf 2500 WVDC, $4.00 
0.0001 mf 3000 wvDC, $4.00 
0.0007 mf 3000 WVDC, $3.50 
0.001 mf 4500 WVDC, $5.50 
0.00013 mf 5000 WVDC. $4.50 


ERIE 1202 EMI SUPPRESSION 
CAPS, 1 KV; used: 1000 pf, 
$.753; 2200 or 7000 pf $1 ea 


-012 
-0004 
-00022 


CM55 


CM65 


F3L 0.007 mf SOO VAC, $7.50 


COMPUTE GRADE 
PRICE 
-60 
1.50 
Zees 
1.50 
AB gS 
et. 
1.60 
Lets 
3.00 
2.00 
2.50 


MFD 
23000 
61000 
100000 
28000 
3200 
40000 
58000 


25000 
54000 
18000 
25000 
37500 
19000 
51000 
4900 
16000 
3500 
10000 
14000 
20000 
1400 
6700 
3300 
1250 
500 


SIZE 
be ta 5k Wo Vint 
4x2.5 
aidXe 
a20xe 
Kaha Me | 
4.8x2.5 
6x3 


4.5x3 
6x3 
R 4x3 
az 2u5 
6x3 
4,5x2.5 
Dae oie 
S20K1 25 
4x2 
4x3 
4x2 
6x3 
5.8x3 
4x2 dents 
4.5x3 
4.5x3 
AS SX2'60 
4x2 


se 


360 2n3xX2 
3000 6x2.5 
Buy 5 or more one type, 
take 20% OFF PRICE! 

FEFEAL HAF +E+A FE HEHE ++ HH 4444444 
ELECTROLYTIC (E)/PAPER (P) 
2500 mf 3 V (E) 3.5x1, 6/$1 
6800 mf 16 V axial, 4/$1. 
4.7 mf 35 V tantalum, 3/$1. 
1000 mf 35 V axial, S/S 1:5 
500 mf 50 V axial, 3/$1. 
1500 mf 63 V axial, 2/$1. 
0.47 mf 100 V mylar, 5/$1. 
250 mf 150 V axial, Shes 
0.033 mf 200V metaliz 3/$1. 
4.32 mf 200 V mylar, $.60 
2 mf 200 V metalized, $.55 
3x20 mf 3x250 V (P), $.80 
60 mf 250 vDC (P), $.75 
0.1 mf 400 V axial, yd 
0.5 mf 400 V Metalite, $.75 
4 mf 600 V pole-type 

$25) HXL.o.) dia,” used. $4, 
0.01 mf 630 V mylar, 4/$1. 
Oxi-saf*1000 VY axial) 2/$i,. 
** te kk RK KE KR KK *K 
LeRNGDESCS 31/7 /S 122 7:1 00/S6:. 
0.0001, 0.0002, 0.002 mf 
ee K K€ KK KK KKK K 
DIPPED MICA CAPS, +/-10%, 
100 V3" 3781. PES Ae) 29 
Sto B22 5050-2° 220 2147.0, 
2/$1.00 750 1000 1200 PF 
*1800 PF 300 V, $.85 each* 


ROTARY SWITCHES 


1-POLE 17-POSITION, 23" dia 
bakelite; 3/8xi" dia shart: 
CRL #Pa3001 NEW $1.95; 2/% 


FIVE-DECK ROTARY SWITCH, 
each 2-pole 4-pos; bake- 
4x1,6" dia; shaft 1/2x1/4" 
dia. #SW/RM39, used, $1.25 


MINI-ROTARY, l-pole 3-pos. 
shorting, i* dia; 1/8" dia 
shaft. No hardware. 
#LED-M13-S, unused, 75¢ 


THUMB-WHEEL WAFER 
SWITCH, 18 Postt- 
ICN,NUMBERED, 2 
HOLE MTG. HORIZON 
TAL OR VERTICAL, 
=x3/8" # 960 wew $1.25 
SAME, AS aBove |0 posites 
=x3/8" 7980 new 15 


2=DECK 5-PO0S ee swi- 
toh 2/SPST 8 A 125 V. 2¢x 
1é, 4" da shft. #2D5Psw $3. 


MALLORY NON-SHORTING TYPES; 
2847 S-circuit 4-pos $1. 
32437 4-ckt, 3-pos., $1.10 


2-DIGIT THUMB SWITCH 
00 to 39; can be mod 
ified to 99 but one 
digit has 1-pole 10 
pos wafer, other binary 
code output. Digitran Serie 
23000; 1xl4x13. NEW $1.75 


Single-pole 9-pos phenolic 
rotary. 3/8"x1/4" dia shaft 
O/a 1.5x1l.1. #467MX, $1.50 


3-POLE 4-POSITION, 
momentary; 1" 
#SW/PRC-10, unused, $1.00 


DAVEN SWITCH 


18-POSITION, CON- 
TINUOUS TURN, 2” 
dia. Zinc~-silver 

Bacontacts. xq" dia 
Pshft. #5Z9825-92.2 
4 user, $3.00 


#4-pos 
dia bakelite. 


Miniture tap switch 1 pole 
7-position rated 1 amp. 
1x". Ah deal 7 pos. $2.00 


STAND-OFF HEX SPACERS 
: i male-female thread or 

’ female-female (f-f): 
Length per 20 per 100 
4-40 threads 1/4" dia metal 
Oe tae $4.25 $12.50 
pes 25} $5.50 17.00 
6-32 threads 1/4" dia metal 
$3.00 $10.00 
-50 12.00 
are 12.50 
-00 13.50 
AAs 14.50 
15.00 
18.00 

dia: 

21.00 
4.25 (f-f) ; 24.00 

1/4"-20 threads 9/16" dia: 
3.25 (f-f) 4/$2.50 20/$10 

1/4"-28 threads 7/8" dia: 
Ze Se. 4/$3.50 20/$14 


MOTOR-START 
CAPACITOR, 
50-60 mfd 
330 VAC 
plastic en- 
closed electrolytic; 4.4x2" 
dia. $2.25 ea 


threads 


#MSP-77725, 


; SPRAGUE 
| $5x FILTER 
oa 36360. 1 mid 
2500 VDC; axi. #53312, $2. 
0.1 MF 3500 V C-D mfg $2.50 


Se ites in aie EM SR Se eee HH F 


NON- 
7.5 mf 260 V, 
5 mf 600 V, 2x4.5x1.3, 
Tmt: 660°V>,. 2x5xl. 2, 


PCB AC CAPACITORS: 

2x2.8x1.3, $2. 
$3.00 
$3.50 


‘MINIMUM ORDER $10.00 


U-106 TERMINAL 


BINDING 


POSTS, 


"push" spring- 
loaded type; 
silver-plated. 
Threaded 1"; 


o/e 1.9". Used 


$1 ea. 


HARDWARE ASSORTAUNT 
from electronic e- 


quipment such 


as 


washers, screws, ri- 
vets, nuts, termi- 


nals; 2 lbs 


$2.00 


MICA 
CONDENSERS 


25 


ASST. 


10 MMFD To 
6800 MMFD. 
$1.50 a KIT 


SION 


1 ge a\ PRECISION 
hae f] | RESISTORS 
P 25 asst. on 


‘| voard 


Se 


bon or wire 


wound 


1%. 


$1.50/kit 


Watt.Wide tect 
range of Gai ase 


some 


tapbed.25 ASST $1.50 


spade, 


types 


crimp 
eWide 


variety of 


sizes for 


all uses in 


plastic box, 


APPROX. 200 PCS. $3.00 


ROTARY WAFER SWITCH 


six different 


types 


Multi-decks and 


contacts 


$1.75 


DALE bob =) POWER 


RESISTORS, 
mount metal. 
WATT 
30 


+t+++++++tt+t+ 

0.33 SOUT 
28K 0.25 
51K 0.5 

1 MEG 4 

1 MEG 15 
15 MEG 10 
PRECISION 


1% 

5% 

3% 
RES 


most +/-1%3 $. 


1 ohm 0.50 
1.5 ohm 3.0 W 
ohm 
ohm 
ohm 
ohm 
ohm 
ohm 
ohm 


chassis 


NEW: 
PRICE 
$2.00 
$1.00 
$4.50 
$1.25 
$75 
$4.50 
$1.00 
$3.50 
$1.25 
++t++4+ 
$.50 


-05% $. 
0.1% $. 


$1. 
$2. 
$25 
ISTORS 
30 ea 
watt 
+/-5% 
watt 
watt 
watt 
watt 
watt 
watt 
watt 


“yor - PCB ; CAPACITORS 


10 mf 370 VAC; 
x18 
20 mf 330 VAC, 
x1.8. Unused, 
50 mf 370 VAC, 
<ii.9., 


1#. Used, 


3#. Used, 


2.8x3 
$3. 
2.8x5 
$4.00 
3.5x10 
$8. 


Car- 


4K OHM 5 W NON- 


18-POS 1-POLE NON-SHORTING 
SWITCH w/external auxillary 
3 amp low-voltage contacts 
that "make" £/ 180° of ro- 
tation. 2.3x1.8x1.6, 1/4" 
dia shaft. #258-5352, $3.00 
> > + > > > + > 

THREE DECK 7-POSITION TAP 
SWITCH w/screw terminals; 
10 amp shorting contacts. 
1.8x2x3.1 + 1.3"x0.3" dia 
shaft. #ES32303LM, $3.50 


ne ~ + + + 


+ + + 


a, BG, kl 


GRAYHILL #44D30-01-2, one 
deck 6-POS 2-POLE; Break i 
amp resistive, carry 10 amp 
115 V non-short. 1/4" dia 
shaft, “o/a‘1.8x1.3" dia. $7 
+e etetteete tte te + t+ + 


5/10W, 
WATT: 
100, 
5000, 
WATT: 
1K, 


S2255)'207 29 Seas 
ohms 10, 50, 82, 
350, 500, 2000 
7500, 12500, 15K 
OV33,+2; 84,200, 

2K 52500, 13000,75K 


WATT: 0.33 100 630 5K 


1.1 OHM 91 WATT, flat $1.00 
2.5 OHM 50 WATT, $1.00 
4 OHM 55 WATT, Dale 5%, $2. 
15 OHM 95 W, Dale 5%, $1.00 
20 OHM 47 WATT, flat, $.75 
25 OHM 50 WATT, $.75 
1600 OHM 43 WATT, $.75 
2000 OHM 43 WATT, $.75 
3000 OHM 68 WATT, $1.00 
INDUCT, $.65 


WATT 
100 
100 
100 
113 
113 
116 


OHMS 
75 
100 
200 i 
2K {Seba Ge ps 
36K a a ES Fay 
25K Geox ba co 
116 100K o 
1 GON OK UORin a el. 2)" 
175 2 MY 
ETS 1K : 
175 10K Pe 
225 1 1O.S°xI SF 3. 00 
240) 0.82°12.5"x1.1"' 3.00 
t++tteteteete eee + 
FERRULE CLIP-ON MOUNT: 
90 630 ToL eI Ss $22 
90 800 % 
90 10K 
90 35K 


L x DIA 
6.3"x0.8" 


non-induct 

120 7K Dito Kaas 

140 gs Wier lie Tae cs BS hy 

203 82 " 

rte tee ete e tt te 
Variable SLIDE RESISTORS: 
1 OHM 10 WATT, 
1.5 OHM 110 WATT, 
2 OHM 25 WATT, 

15 OHM 35 WATT, 
20 OHM 25 WATT, 
30 OHM 220 WATT, 
50 OHM 50 WATT, 
50 OHM 160 WATT, 
100 OHM 150 WATT, 
250 OHM 200 WATT, 
500 OHM 50 WATT, 
500 OHM 160 WATT, 
1000 OHM 20 WATT, 
2500 OHM 25 WATT, 
5000 OHM 30 WATT, 
FFFFHEFFFF +++ + 4444444444444 
EDGEWOUND RIBBON RESISTORS: 
0.45 OHM 1K W, 15x5.5x3 $15 

Ce, Se a 
CAGED RESISTOR, mountea, en- 
closed 25 ohm 100 W resistor 
axi LD 5x3, 445 ROTI 84735 < $4. 


24, 


WARD LEONARD ENCLOSED 40 OHM 
300 W vari-resistor; 600 V 

max. Fits 0.5"dia shft. 3"H 
x6.5" dia. #2130-40, NEW $14 
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PRI 


115 


115/230 


230 


115 


115 


115/230 


115 


115 


115/230 


115 


115 


115/230 


230 


220/440 


HIGH VOLTAGE TRANSFORME 


HZ SECONDARY SIZE WT STOCK # 


80 194 V 345 MA 3.3x4x2.5 6 #7194345 
4.5x5.8x4 15 #9100-0047 


3x 6.3 V 4.5 A, 6.3 V 1.4 
#8316527 


289 
207 


375 
6.3 


Vv 200 MA 
Vv 125 MA, 


50 MA 2.5x3x2.6 3 
amp 


VCT 
Vez 


60 


450 3x3.8x3.4 6 #T1/URM25 


6.5 


75 ma 
5 amps 


60 vcT 


v4. 
60 460 2.5x3x2.5 J 
6.3 


460 


vcT 
VCcT 
VCT 


50 MA 
2 amps 
90 MA 


#7514 


60 JeSES<cUXkLee 


60 vcT 


Vv 3 


70 MA 
amps 


ZeSXSciXeet. 4 


60 VCT 


Vv 3. 


150 MA 2.5x3.2x3.1 4 #18-412 
5 amps (end-bell style, NEW) 


2.8x3.5x2.8 
3.3x2.6x2.8 


60 
60 


VCT 
VCcT 
vcT 


90 ma 
20 MA 
3 amp 


60 vcT 


2 amps, 


60 MA 4.8x5x4.8 8 
6.5 A 

60 VCT 150 MA 4.5x5.4x4.5 14 
VCT 4.5 amps, 5V3A 


VCT 55 ma 4x5.3x3.3 8 #T1/TS723 
2°A, BSSS\ FT 3.20 AsGea, vt. oe 

60 VCT 100 MA 4x5x4.4 
2 amp, 6.3 V2.5 A, 


14 
6.3 V1.25 A 


120 MA 4.5x5.3x4 8 #T1/SG-71 


a) VCT 
‘ amp, 5 V 3 A; wire leads 


V3 


840/350 
6.3 V9 


60 MA 
amp, 


4.4x5.3x4 
2/6.3 VO.6 A 
60 880 VCT 
800 VCT 


200 MA 
70 ma, 


5.6x4.3x5 
SPViesnk tA 


20 #ST-2664 
6.4 V 8.7 A 


60 900 VCT 


1040 VCT 125 MA 4.5x5x4.5 12 
5 V3: ‘amps, *6).3-VCP 274.0 Css 12.0 0A 


#T1/TG-34 


#T1/TS382 


10 #25A48755 


PRICE 
$7.95 


$12.00 
A 


$4.00 


$6.95 


$5.95 


5 #A-2020258 $7.50 


#PC-8419 $8.95 
(STANCOR end-bell style, NEW) 


$12.95 


5 #SMB202958 $8.50 
4 #BE-15535 $5.95 


$7.95 


#T2/AM20 $14.95 


$8.50 


$8.95 


$8.95 


$6.95 


A $20. 


250 MA 4.3x4.3x3.8 15 #SS-S-P243 $9.95 
#T1/HP206 $12.95 


LOW VOLTAGE TRANSFORMERS 


SECONDARY SIZE WT STOCK # 


Wes VLA OF 
tapped 5.8 V 


2.6x2.4x3.8 3 672-1485 
3°26. amp, 6.35 Vieo, % 

6.4 V #T402/ULT 
6.4 V 


-4 VCT 4 AMP 


6 4.5x4.5x3.5 
5 VCT 4 amp, 


33 V 150 ma 


7 #T7/R19 


CG A a fe ie 
two 15 V 4 ma 
6.3 V 6 amp 


3.1x3.5x3.9 4 #762806 


2.4x3.5x2.5 4 #645-2110 


9.2 V 600 MA 2x3x2 2 #NE-1063-P 


13 V 5 amps 3.3x3.8x3.3 7 #227-6863 
23 V 300 MA 
6.4 V 6.4 amps 


3x4.5x3 6 #SMB202959 


34 V 2.7 AMP #853-6026 
3.0 V 250 MA 
6.5 VCT 8.5 A 


6.5 VCT 5.5 A, 


4.8x4.8x4 14 


4x6x4.3 14 
Gis'5) VOL 2 980A ys AV eee 
60 2. VET.10° Avwe4 23x85 855 28 
Three 2.5 V5 AMP 6x7x4.5 


2.5 V 15 AMP, 3 KV test 


12 
13 


#2235 
#U8370 


PRICE 


$4.95 


$5.95 


$6.95 


$4.00 
$5.50 
$3.95 
$6.50 


$6.95 


$6.50 


#SMB-202906 $8.95 


5 V 1A 


$4.95 
$8.95 


Pri: 115/230 VAC 

60 Hz 

Sec: 52 VCT 600 MA 
DC, if Cap input. 
222.682 «1 5 2. ADS 

CEI#16170, used $6 


115 VAC 60 Hz 

45 VCT 500 ma; 
3.8x2.5x2.5, 2#. 
#203A6725-1, $2.50 


Sec: 35 VCT 1 amp; 
2.5x2.8x3, 3 lbs 
#1341155-2, $2.50 


Pri: 115 VAC 60 Hz 
Sec: 30 VCT 10.A, 
30 VCT 3 A. Open 
frame; 3.8x5.3x4.5 
15#. #TT2302, $19. 
Pri: 120 VAC 60 Hz 
Sec: 2000 VAC 125 
UA, 400 VCT 25 ma 
6.3'¥ 1.2. amp, 26 
V 400 ma. 3.5x4.3 
x3.3, 6 lbs sh. 
#T1017CP95,. °.$5..95 


60 Hz 
primaries 
Unused 


#KAL-2334: 24 VCT 
3Ay: 402 VCT- 575 
ma, 105 V 350 ma; 
4653 .8%32:345.8 
lbs sh. 


#PT-09: 48 VOT 2.5 
emps; 3¢x3Gx3, 6 
lbs sh. $5. 95 


+ TRA-1577;3 15 VCT 3 
amp, 5V 1A. 22x3 
=> 4 1bs. $3.95 

#EMC-56: 50 VCT 3A 
3ix3ix32, 8 Ibs, 
$5.95 ea; 10/$54. 


> 
115 V 200 ma, 6.5 
V 6.25 A; 24x33x3 
5 lbs sh., $4.95 
#435-2054, 435 V 
370 ma; 2$x35x34 
8 lbs sh, $7.95 
#1000- 2054, 869/ 
930/1000 ¥ 300 
ma; 3$x43x4¢, 14 
lbs sh., $11.95 


FOR RA-62 RECTIF. 
USED TO POWER 
SCR-522 Rec-TRANS 
Pri: 110/220 voit 
40-60 cYcLe 


Pri: 115/230 VAC 
50-60 Hz 
Sec: (12 V 14 A. 
by wiring 12 V 
secondaries in 
parallel) or 
L2AVL 9 Ale UV. 
See2A, 12: V2 
amps; also 44 V 
2.5 amps. 
5¢x44x49; 22 lbs 
#P-601719, $7.95 


PRI: 115 VAC 60 HZ 
#M5087, sec 44 VCT 
11 A, 44 VCT 3.5 
A; 4.6x6.1x4, 18 
lbs. Used, $25.00 
#M5096, sec: 2x 80 
VCT 100 MA; 2.3x 
305225 4807 6$5095 


Pr: 115 V 50-60 Hz 
Sec: 20 V no-load 
or 12.5 V 2 amps; 
on 4" dia plate. 
XG 2e 0's 2) EDS’. 
#FR-24960, $2. 50 


of oe oa "On 
S57 Ve. ULUA 
WITH CAPACITOR 
GE-°2T91 A4069 
REQ. VENTILATION 
52x6x74; 23 Les. 


TORROID TRANSFORM- 
ER has DUAL 24 VCT 
8 AMP outputs from 
115 V 60 Hz input. 
W/hardware & 2.3x 
8.8x5.6 chassis. 
Torroid 4.5 dia X 
1.5"H3; 8 lbs sh. 
#BC-24V-ASSY, $24. 


Pri: 115 VAC 60 Hz 
Sec: 40 VCT 6 amps 
Open frame with 

shielded core; 
3.5x4.3x4, 10#. 
#135-0737, NEW $14 


MODULAT!ON 


ARC-38 MODULATION - 


5500f 235 ma 
2000 300 ma 
Sec: 200M 20 ma 
90 watt max. 3.1x 
3.5x2.9, 4 1bs sh- 
#677-0923, $7.95 


Praia 
or 


| 
MODULATION 
TRANSFORMER 
PRI: 7500 oHM cT 
30,000 " 


Sec+3000 OHM 


‘Sec: 


wee ee we ew ew we ee ee eee eee 


TRANSFORMERS LISTED BELOW HAVE 115 VoLT 
60 HZ PRIMARIES UNLESS OTHERWISE STATE! 


Sec: 18 V 5.4 A, 26 V 
1 A, 6 V 900 ma, 25 V 
500 ma, 35-10-0-10-35 
V5 A. 4$x4$x4, 16 1b 

#401-21 unused $8.95 


used $12 


Sec: 24 VCT 2 ampag 
VCT 2 A, 60 V 150 1 
3x2.3x2.6, 4 Ibs s 

#52512-2, NEW, $5. 


Sec:40v 2. Ea/6. Sv 1.54 
GaxSex5a5 10 
#43278 


15#. #3930, 


“$4.95 

50 vet 560 ma 40 
vet 450 ma 29x2¢x2; 2 
lbs. #401-6 

Sec: 40 ver Wee 


SIZE: Sax 1ax2; to 
URC#560 


Sec: ey 3100 
24G|O00MA. SIZE: 
4 vB. URC-LT-! 


Sec: 30 vet 300 MA. 
45 vet 100 ma/2.5v 
S1ZE:24x14x2; 

ioe aa 


32 VCT 2.6 A 


Pri: 115 VAC 60 Hz 
Sec: 52/33/18 VCT 2.6 
amps; 3.2x3.8x3, 6#. 
#EIA606-451 NEW $6.95 


Sec: 27 VCT 2.2 AMPS 
2.5x3x2.3, 4#. NEW: 


Wabash #4462, $4.50 lbs sh. 


#SK-710202, NEW, 


Sec: 21 VCT 6 AMP, 
15 V L.5 Aw Stee 
A; 4x3.5x3.6, 9 1 
#CR-N2415, $9.95 
++ teet t+ ot +5 \ 
Sec: 80 VCT 2 amp, 
12.6 VCT tu5umwe 
3.5x4.2x3.8, 8 1b 
Stancor #RP-2000, 


115 VAC 60 Hz 
Sec; 39.6 VCT 2.2 amps 
17S) Ws Sx4x3 59), 88x 
#910-6390, NEW, $6.50 


Pris 


secondary; 3. 3x2.8 

x2.3 open frame; 4#. 

#X5S157308 used, $5.95 

Secs 18 V1.5 Ay ae 
2.5 (A, 10° 4 ASS 
4x3.5; 7 lbs sh. — 

#BE12696, NEW, $4 


SIU Wi at AS CSHB oD: 
4#. #803-3426, $5 


22 VCT 3 


Sec: 22 V 20. AMP, 38 
VCT 6. Ag 34 -“VCT. Sah 
4.3x5.8x5, 18 lbs. 
#MA-TCO05023, $22.00 


Isto Vv ‘Y ‘| 


3 @ DELTA to 3 @ "Y" 
400 HZ TRANSFORMER 
moms Pri: 200 V 
, delta 3 G 
400 Hz. 
Sec: 1510V 
"y" 500 MA 
originally 
produced 2000 VDC for 
1 KW xmitter. Usable 
with some automotive 
alternators to run 
high voltage equip- 
ment. 4x4.5x2.5, 5S#. 
#T1/T730, used, $20. 


80 von). 5. 
Pri: 100,115 v 
SEcs 22’ vet 3 a'3 A 
80 vet @ i 
1Z£;32x3x4; wt: 
3$92890015 us 


‘Sec: 65.5 VCT 7 AMI 
3.8x4.5x4.8, 12 Ibs. 
#200UX-3901, $14 

VIBRATOR TRANSFORM 

Pri: 12.6 V 115 Hz 

Sec: 160 V 160 ma 

2-1/8x22x34, 4 lbs 

#5950-243-5679, $4 


seer cen as eal e==== 


Pri: 115 VAC 60 H 
Sec: 30/32/34/36 

amp; 4.5x6.4x4,__ 
#672-1217, used, 


VERSATILE MULTI-OUTPUT TRANS 
FORMERS from DC power suppli 


VAC 60 Hz; secondaries 26- aS 
0.9 V (38.9 V total) @ same | 


#021/022-0050, 4 amp output 
diodes; 2.6x3.8x3.5, S#, $7 
#023-O0SO0C, 7 amps out, 3.5x4.3x3.5, 8&#, 


105-125/ 26 #162-77-1 $40 


210-250 


10 VCT 45 AMP 5.5x8.3x4.5 


Sec: DC voLTaces 
6 V 11 amps 30: 


0 ~ 230 MA 
siasi50@ 86". 
3.4 @3.9 A. 
6x5éx8; 30 ces. 
$3340- 296; 862- 192 
Price: $7.9 


35 200 MADC 
600 W COMMERCIAL GRADE TRANSFORMERS ~ 

suitable for constructing DC — 

regulated power supplies er 

ether. All 115 VAC 60 Hz pri- 

maries; sone etl aust with wire joads. 


#757- 2658, a seer 1.5 amp iets a nie isn 
230° .V ing 3.8x4x3.1, BH. $ a 
#7S3-465, 44 VCT 3.5 amp, 30 VOT 1.2 A, 
9 V1 A; 4x3hx3¢, 7 lbs. 
#701-221, 46 VCT 3.5 amps, 7.5 V 2 A; 
4x3$x33, 6 lbs sh. 45. 
28.5 V 6.5 emps; 3.\Su4s3e00000 
frol-129, 50 Vor 2 amps, 6 V2 A; 
wLav, 2 amps, ’ 
32x3$x3 5 lbs sh. 


1,2,3 500 v. 
oTHERS 2500 v. 
ds adaxds ahh 
x43x LBS 
Pi 646-3092 
oe $7.95 


Pris, 115 .V 66 Hz 
Sec: 660 VCT 

60 MA (CT im 
ground ) , gees 


Primary 
115/230 


Mm 450 v 440 MA 
my Run 450 V to 115 V 200 W 
stepdown xformer "back- 
wards" to get 450 V 440 
MA output from 115 V 60 
Hz input. 4x4.5x4, 12#. 
#637-003-814, NEW, $15. 


(30 A intermit). 
S,oxtxo, 18 ibs 
#TT-6976, $24. 


mount with 

3/4"H step flange 
one side. O/a 3x4 
Z3.55 5S5lbs:.Used 
#T1/0S-8, $6.95 


2x6.3 V 1.5 A$ 
6.5x4.6, 
TMC #TF-240, 


#12019, 
$16. 


OLATION XFORMER 
i: 73/88/95/105 
/115/125/190/210 
{230/250 V 60 Hz 
Sec: 17.6/35.2/ 
189/196/200/203 
AC 1.6 amps 
,5x4.8x7. 5, 40#. 


Pri: Saerii8/121/ 
124 VAC 60 Hz 
ec: 42 VCT 2.5 A 
_ 2 VCT 12 amps; 
6.3x5. 8x4.8, 144. 
] #253-2539, $8.95 


ito 48 ohm 15 watt 


2. 9x2. 4x2, 2# $4, 


7500 ohms 
500 ohms 
V test; 200- 
Hz 2.5 watts 


48 ohms CT 


3.2/8/16 ohms 
i hel & Se US Pe 
TR-61, NEW $4 


Fri: 250/4000 ohm 
Sec: 150, 600, CT 


1$x2%, 2 1bs sh. 
#6200 /2a1-59 $3. 


100 ohms 
; 100000 ohms 
| 2.3x4x2.3, 3 Ibs. 


_ #T3/AM20, used $5.) 
| Pri 20KNCT/30KaCT 


1000 split, 
1500 ohm split. 
1/2"*1/4"dia. 

_#DO-T39, NEW, $4, 

8000 ohms 
500 ohms 

2 W 200-3000 Hz 

2.6x2.6x2, 2 Ibs. 


| #7115/R19, used $5 


10000 ohms 
600 ohms CT 
p/o R-390A. 
Pie bath, 3d Lh 
#AF/390A, SS. 


| Sect 1340 ohms, 
-100- 10000 Hz 5 ma 

| 1. BeoOKiwey. 1. Tb. 
#502- $24275553..95 


50 ohms 
Sec: 600 ohms CT 
65 ma, 300-7000 
Hz 1 MW; 1.6x 
TS CS 
#32821 $3.50 


an 
| 30 WATT OUTPUT 
{| Pri: 9000 ohms CT 
| Sec: 600/250/125/ 
60/30 ohms; 
} 30 W 50-10000 Hz 
a sAxt.5x3'.1, ‘6#. 
#T1/AM-20, $22.00 


200- 
3x3. 5x2. 5, 
ss. 


#T2/SG-15, 


“ihe ge ahs 8 


PRI: ee/ 115/200 V 


Two 230V WINDINGS 
To supecy 370 VDC 
600 Ma. 
5ex54x5: 22 tes. 
oeser 514: $7.95 


115 V 60 Hz 

D2 GinsV O08 (A 
125 V 13 Ma; 2.3x 
1.9x1.6. Stancor 


#P-8624, NEW, $3. 


ALL PRIMARIES 
{15 vott 60 cycle 


$1.25 


Sec: 32 VCT 1.5 A 
2.5x2.6x2.1, 3#. 
#142259, $3.95 


20 V 4 amps 
2edXoXes5%5 43 10S. 
#023-2109, $5.25 


250 MA 


2/30 v. 
; Sy oz 
6060 $1.50 
“PLUG-IN XFORMER 
Sec: 24 V 20 VA 


2ke sexe, 2) Lbs. 
#BE-8002, $2.00 


kee *& & KR KK 
WW-2 RECEIVER & 
XMITTER AUDIOS 
#229974, p/o Ham- 
marlund SP-210; 
PP-AB driver for 
6F6G. 5#. $7.00 
#2S287A/101 audio 
pack f/ BC-348E- 
M-O-P; 3#. $8.00 
#2C6191A/T3 mic 
transformer for 
BC=191AS 38. $62 


MIC TRANSFORMER 
Fri: 50 ohms 30 ma 
Sec: 500 ohms, 400 
to 1900 Hz. rixik 
pa 1 1bs sh. 


#1204/PP-115 $2.00. 


Pri: 500 ohms 

Sec: 500 ohms 
600-12000 Hz; 

xet, 2 lbs sh wt. 
#1203/PP=115 $2.00 


ek ee ee ee ee ee 


#T10/TRC1, 50 ohms 
to 500 ohms; 2.3x 
2.4x2.1. $3.25 

#T12/TRC1, 500 ohm 
to 10K ohms; 2.3x 
2.4x1.4, $3.00 


_ TFLAOLJA 


LOW VOLTAGE | 
TRANSFORMER 


i aR at 


Pri: 105/110/115/ 

120/125 V 60 Hz 
Sec: 6.6 V 18 amp 
Ss eakocdxe + 14° Tbs 
GE#9T35Y159 $5.95 


115/230 Vv 50-60 

4.5-6.5 V 12 A; 
x4.5, 21#. #T-4565, $6.50 

baer 2 SS AG PLOO VAS 6A 

3#. #54-995, $4, 

Sec: 16.5 VCT 2 amps; 2.6x 

2.5x2, 2#. #BE15869, NEW $4 


Hz 
5x6.1 


26.8 VCT 1 A$ 2.5x2 
2#. #401-17, $3.00 


Sec: 6.503. lal -3u2. zoaes +5 
@.45a/6.2e.30a/2-5.002 amp. 
0/5. 33.95 


Sec: 
X23 5 


115/230 VAC 60 Hz 
31 V 5 amp, 39 VCT 2A 
8#. #TI-723, $7.95 


Pri: 
Sec: 
3.5x4x3, 


12.6 V 2.5 amps 
260 V 65 ma; 3.6x3.5 
x2.6, 8#. #T16/110, $6.95 


Sec; 12.5 V 2 amp, 
2 Az 4 ic36x4k, 13 lbs sh. 
#773605, unused, $6.96 


Sec: 6.5 vet @ 3.4a/6. Svet 
@ 13. 72/5. 2v @ 6.3a/5.2V wv 
2.la. 44x3sx6; 15 lbs. 
TRC-SMB-202910 $6.95 


CONSTANT VOLTAGE 
Sola, input 95- 
130 VAC 60 Hz 
Output: 25-27 
VAC 3.5 amps 

DKais Sas Oy 

12#. Used, 
#22662, $6. 


. FLYBACK TRANS— 
PFORMER, 5 V 
input yields 
200 V 80 KHz 
output; use in 


Sec: 
4x4x3 
$8. 


Pri: 220 VAC 60 Hz. 
5S vCT 3 A, ‘5 VCT 6A. 
10#. Kenyon #T355-220, 


AM-6154 PLATE TRANSFORMER 


part of GRT-21/22 power amp. 


Pri: 105/120/210/240 vac 

47-440 Hz 

Sec: 1752 V 270 MA; 
#T1/AM-6154, used, 

CHOKE for above, 
MA, 6#. 


20 Ibs. 
$45.00 
8 HY 300 

#L1/AM6154, $15.00 


ISOLATION, 
60 Hz; sec 


pri 115/230 V 
105 VAC 1 amp 
2.2x2.6x2, 3#. #A762101, 
NEW, $6.95 ea; 2 for $12. 


ULTRASONIC AUDIO, 5 to 50 
KHz response. Pri: 6K ohms 
tapped 1500/1500 ohms. 
Sec: 600 ohms 3 W tapped 
150/150 ohms. 1.9x3x1. 8, 
2#. #AF-UL6K, used, $5.95 


5000 ohms: 50/500 ohms, 
200-6000 Hz 2 W. 1.9x2.3 
x1.6, 1#.° #T2/LS128, $3.50 


R-390A TRANS-. 
FORMER-POW-4 

ER SUPPLY 

p/o R-390A 

receiver}; 

tube sock- 

ets for two : 

26Z5's. Transformer input: 
2 X 115 VAC 48-62 Hz. Out- 
put: 570 VCT 200 MA, 25.2 
VCP. 1.2) amps, 6.1. V'8As 
4x7x6, 20 lbs. #PS-R390A, 
used $30. — 


HIGH VOLTAGE 


TRANSFORMERS 


DC POWER SUPPLY 
PRI: |15v 60 cy 
SEC: -8000 v. 


1500 
19 lbs. 
$15.00 


Sec: 1860 VCT 130 MA, 
WV; 4.3x5.5x4.5, 
#SMB-202909, used, 


Pri: 

Sec: 
amp, 
I 


115 VAC 60 Hz 

1250 V 2 MA, 2.5 V 2.1 
2.5 V 1.75 As 4.5x4.5 
8#. #15-3377, $7.50 


195/208/217/220/230/ 
240/250 VAC 60 Hz 

7140 VCT 1 AMP (5710 
PWV) ;.11.5x15x10, 150 
#CSTC-14947, used $225 


Pris 
Sec: 


lbs. 


TRANSFORMER 


LY TRANSFORMERS 
from Tektronix 
500-Series 
B scopes; 16 lbs. 
me Used, $20 each: 
m= #120-037, p/o 
. 535/545 
p/o 535A/545A 
p/o S8S5A 
p/o 545B 


+ + + # # # H HH 


#120-120, 
#120-0141, 
#120-0344, 
*~ * * * 
High voltage supplies from 
above Tek 500-Series with 
5642 tubes. Specify scope 
model; 4 lbs. Used, $35 ea. 
> > > > + + > > > > > + > 
HV SUPPLY from AN/USM-117 
scope; 3 lbs sh. Used, $35. 


60 V 60 Hz. Sec: 
112 V 4 ma. 
104. #HA131P, 


x4.3, $8.95 


HV OSCILLATOR TRANSFORMER 
f/HP-160 & USM-105A scopes; 

used with 50 Khz 6AQ5 os- 

Shag Two HV windings 

ere 5000 V each. 22x2% 

2 1b. #3862 NEW $35. 


DuaL PRIMARY, each 100/ 
110/120 VAC 60 Hz; oan be 
wired for 200/220/240 V 
input. Secondary 120 ¥ 
1.1 amp tapped 100 V1 4; 
8 V2 A -0-8 V1 A; and 
16 V1.5 A -0-16 VIA, 
Mounted on board w/AC soc 
ket, fused secondaries, 
diagram. Xformer 5$x4¢x4, 
20 lbs sh. #97515, NEW: 
$12.95 each; 2/322.00 


3400 V DELTA-Y 


Pri: 210/220/230/250 VAC 
50-60 Hz 3 phase delta Y 
Sec: 3400 V each 1.6 amp 
wye secondary; 12x26x16, 
400#. #T801/TMC, $400. 


‘15 H 5 MA 400 ohms; 


"6 HY 125 MA 212%; 


0.12 HY 550 MA 2.5 ohms; 
2.3x2.7x2.1, 1#. #LI-60, $3 
3 HY 350 MA 30 ohm 2 KV pk; 
3.3x4.5x35; 4#. #L225/PP, $4 


4 HY 50 MA 110 ohms; 2.5x 
1.5x1.5, 2#. #LE603/R390A $4 


6 HY 300 MA 105 ohm 1070 WV 
3.5x5x3, T#. #L5/T368-4, $7 


fe 
$6.25 


6.25 HY 205 MA 67 ohm; 
4.3x3.4, T#. #M-1322, 


10 HY 55 MA 400n; 
x1.6, 2#. #L1/AM-20, 


1.9x3.3 
$4.50 


10 HY 100 MA 90 ohm; 3.5x 
3.4x2.6, 3#. #25X42097, $5. 


10 HY 150 MA 150 ohm 500 WV 
3.3x4x3.4, 5#. #L3/AM20 $6. 


1.9x3 


lbs. #C2084-15, $3.00 
12 MA 1500f ; 


1#. #3C323-20H, 


2.4x2.7 
$3.50 


100 MA 300 ohms; 3x3 
#L22-100, $6.50 


100 HY 100 MA 850 ohm; 3.3x 
4.4x4.3, T#. #100HICM, $16. 


OPEN-FRAME 
CHOKES with- %% 
out mounting 
flanges; 
#L8H-560, 
560 MA; 
55x43, 
#L6H-345, 
5. SXdaes 


« $8.95 
6 HY 345 MA; 4.5x 
13 lbs sh. $5.00 
#L8H-250, 8 HY 250 MA; 3.5x 
4) 3x35) 8" Tbs’ shy $4.56 


2 HY 100 MA 100 ohms 2 KV-T 
1.8x2x1.5, 2# #T56379 $3.75 


2.3 HY 175 
2x1.5, 2#. 


MA 60 ohms; 
#L1/900C, 


2.4x 
$4.25 


2.5 HY 550 
x3.8, 9#. 


MA 535 WV; 
#150A715H, 


5 HY 100 MA 133 ohms; 
x1.5, 2#. #NR-5H100, 


3.3x2 
$4.50 


2.8x2.3 


x1.8, 3#. #Li/SG-71, $4.50 


3. 3x2 
$5.50 


10 H 100 MA 340 ohms; 
x1.5, 2#. #NR-10H100 


#WE330A, 60 mHY 7.5 amps; 
0.74 ohms DC resistance. 
4.5x4.5x4, 12 lbs. $7.95 


#WE1060A, 2 mHY 15 A, 0.14 
ohs DC res. Sealed-type. 
3.8x4.3x3.3, 8 Ibs. $5.95 


#WE241C, 2.5 mHY 25 A; 0.25 
ohms DC res. Sealed type. 
3.8x4.3x3, T lbs. $7.95 


SWINGING CHOKES, 2.3x3.5x2: 
#M5088, 1 mH 11 A to 5 mH 
1 A, 0.07 ohm; 4#. $7.95 
#5089, 1.5 mH 11 A to 3 mH 
1 A, 0.03 ohm; 4#. $8.00 


UTC .VARIDUCTORS 


x VARIABLE 
* INDUCTORS 
=) for tuned 
- circuits, 

‘ equalizers 
etc.; similar to TVC-Series 
tapped @ 50% & 30%. Ratings 
approx; 1.1x0.8x1.3. Unused: 
#CL-680, 3-6 Hy 9 ma, $5.95 
#CL>737, 1.2-3 Hy 12 ma $5. 


HI-CURRENT CHOKE 
2 HY 1.6 AMPS; 8x 
1.5x6 + °2.3"H in- 
sulators. 55 lbs. 
#L800/TMC, $25.00 


6.2 mH 50 AMPS, 
0.3 ohms; open 
frame. 6x6x5.5; 
34 lbs sh wt. 
#622068, $22.00 


0.03 H 1.4 AMPS 
0.35 ohm; 2.3x3x2 
3#. #L1/PP869, $4 


SWINGING CHOKE, 
0.05 HY 3 AMPS DC 
to 1H 50 MA, 85 
ohms 1500 V test; 
5.1xx5.5x5.5, 20# 
UTC #5817, $14.00 

4 HY 
CHOKES 
TON 
3x3.8 
Xa 
6 lbs. 

#SMD-422745, 400 

MA, 450 Vrms, $4 
#SMD-422768, 300 

MA, 1000 Vrms 


11 HY 
ohms} 
lbs sh. 
$5.00 


DUAL CHOKE 
100 MA 200 
4x5.5x4, 9 
#3C557F-1, 


DUAL CHOKE. removed 
from PP-308/GRR-5; 
0.05 H 500 MA 1.36 
ohm; 3.3x4x2.8, 4# 
#L106/PP308, $7.50 


DUAL CHOKE, 2.5 H 
500 MA 30 ohm 240 
Vrms 120 Hz & 2.5 
H 400 MA 35 ohms 
25 -View xan aRaw se 
15# sh. #6542, $6 


C-161 LOADING 
COIL, used with 
switchboards as 
1:1 ring-thru 
transformer; CT 
line-side wind- 
ing. Popular in 
old phone patch 
projects; 3x5x 
2.6, 4 lbs sh. 

Used, $10.00 


C-114 LOADING 
COIL, adds 88 
mH inductance 
to field phone 
wire increas- 
ing effective 
range 125+%. 
Watertight case; 
4 lbs. $8.95 

+ > + > +> > > + 
D162194G TELE- 
PHONE REPEATING 
COIL, 2-windings 
400 & 9 ohms; 

ee A Nee L 7s Hae Le 
sh. Unused $4,50 
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ome SOLA REGULATORS 


SOLA HARMONIC NEUTRALIZED REGU- 
LATORS; 
#24559, 

aod VAC 60 
watts. 4.5x8.3x3, 18 


hard-wire type, used: 
input 95-130 or 190-260 
Hz; output 118 VAC 120 
lbs sh, $40.00 


3-PHASE ISOLATION TRANSFORMER 
for large computers. Pri 220 
VAC 2 @; Sec 200 VAC 3 & 26 

amps 50/60 Hz. Has casters, 

25 ft power cable & 220 V out- 
let. 18.5x15x21.5, 250 lbs sh. 
Musashi #SSB-JO064-6, NEW $150. 


SOLID-STATE LINE REGULATOR, 
use to protect your valu- 
able equipment from line 
variances and spikes. 
Input 96-132 VAC 50-60 
Hz; output 115 VAC +5% 
0.75 to 3.5 amps. Har- 
monic distortion 12% 
total max; circuit 
breaker. MIL-spec quality; 11x 
70 lbs sh. #102-5675, unused, %49.50 


AC 


6. 5x11, 


WANG. 


CONDITIONER 


WANG POWER CONDITIONERS 
made by Deltron; super- 
ior electronic line 

voltage regulators with 


ipa nina ies wineninn etrepte ater 
. ‘ pars oa 
Side any p= eo ep 


ie Baa. full magnetic isolation 
en protects computer and 
pains ae a other voltage-sensitive 
; . equipment from damage 
and information loss caused by line surges 
or “sags". Provides “clean” 120 VAC 60 Hz 
output from inputs of 90 to.135 VAC 60 Hz. 


Input distortion reduced by 1%. Low input 
shutdown @ 50% of nominal. OVP shutdown @ 
12% above max output. 7.8x13x10.4; NEW: 


#SC-S50-PC, 500 VA output with four 3-con- 
ductor AC outlets; 36 lbs sh. $250. $160. 
#SC-100A-PC, 1000 VA output with one large 
L5-20R receptacle; 45 lbs sh. $325. $195. 


/GOMPUTOR REGULATORS 


WANG. LINE REGULATORS, 

ge designed for 120 VAC con- 
Pe stant output for compu- 
ters from 95-130 VAC 60 
Hz inputs. Each has two 

» 3-conductor outlets, 

™ On-Off switch, and line 


it —_ cord. Unused: 
#725-2740, 120 V SOO VA output rating; 
7.8x8.5x16, 40 lbs sh. $195.00 


AG FREQUENCY CONVERTER 
SIERRA PACIFIC 110E 1 KW 
POWER SOURCE, input 105- 
125 VAC 1 ® 47-63 Hz and 
produces clean stable 
output of 115 VAC 400 Hz 
1 @ 1000 VA by using os- 
cillator circuit and two het Hid Pana a 
500 VA power amps. Line - 
regulation 0.1% max; load ekniacion 0. 25% 
max. Band width 47-2000 Hz full power; 47- 
20000 Hz small signal. Transformer taps can 
be reconnected to allow for inputs 210-250, 
95-115, or 190-20 VAC. 110E's operable in 
parallel to add output in 1 KW increments. 
10.5x19x19, 90 Ibs sh. UNUSED w/book, $995. 


& KW 50/60 TO 400 HZ 


ei" UNITRON 5 KW 3 @-POWER 
é cc FREQUENCY CONVERTER, in- 
cy put 120 VAC 50/60 Hz 3 # 
et ere , “ produces output 120 VAC 
©) tC} © 400 Hz 5 KVA; 0.7 power 
i ; factor, 0.7 lag. Has 
three 0-20 DC ammeters 
A wi a voltmeter to monitor in- 
: ty 7 put or output. Also 3.5" 
dia ‘Hour meter and 380- 420 Hz 9-reed freq- 
meter; controls Voltage & Current Adjust. 
17.5x19x25, 250 lbs. Used-reparable, $750.00 


for ® A-B-C and 0-150 AC 


FORMER , 


current | 
wired 


eTete & knob not 
GE #9T92A1515, 


dial 
fie. 


_closed. W/knob & dial 


without knobs: 
output 0-240 V 28 A; 
INPUT 240 V input, 


& dial. 


Tx6.2x3.33 


#KNOB-35 WHEEL KNOB, 


VAC output. 


GENERAL RADIO WHS VARIAC, 
put; output 0-240 VAC 2 amp; 


oad: 


included. 
NEW $19.95; 


4" 


5 amps. 


2-3/8" dias 


240 V 50/60 Hz in- 


GENERAL ELECTRIC VARIABLE TRANS- 
input 120 VAC 60 Hz. 
olated output 0-60 VAC. Maximum 
Two units 
in series will produce 120 
Coil not enclosed; 
4.4"di X 4°H 
2 for $35. 


coil not en- 
3; 9#. Used-checked $35. 


#VT-DP4 DIAL PLATE, 


Adjust-A-Volt mfg. 
#BP653 DIAL PLATE, 


KV. Uses 13 amp vari 
transformer and buck- 


BELDEN 
TWIN-LEAD TV WIRE; 


75 £t (3#), $8. 


Bet 


‘Sree loose 
. a 
piece for 


3 lbs sh; 


Vinyl-covered hook-up 
copper; 


Cond 


Soe, et. 
Price per foot: $.50 


7/8" dia center hole, 


1.5" dia center hole, 


no color choice. 
tinuous lengths over 1000 ft. 


UNUSED, 
10" dia 0-100 scale; 
4-screw mtg. 


TF-238 400 HZ LINE REGULATOR, § 
input 100-130 VAC 400 Hz; out 
put 115 VAC +/-5 V 400 Hz 7.5 


able 
boost 


"CITY COLOR" SHIELDED 'j°%. o 
two 26 AWG. 
7x34 stranded copper-covered 
steel conductors with Beldfoil 
shield. Recommended for 
-FM use in high interference metro areas. 
100 ft (4#), $10.00 
+ + 4 AS tet ehteeteetereeee te 
; ~~ MULTI-LINE TELEPHONE CABLES, 
» 18 feet 50-conductor PVC- 
jacketed cable with Cinch 
77-72500 blue connector on 
one end and terminal lugs on 
the other; a nice ready-made 
thoes complex wiring jobs. 
#50-TC-18, used, $5.95 


wire, 


10° 
252 


100° 
$.40 


VHF-UHF 


228 


4" dia 0-100 scale; 
three screw mount. 
$1.25 each 


transformer; p/o TPS-1G system. 
10.8x14.8x9.8, 55 lbs. UNUSED, $45. $59.50 


all stranded 
May not have con- 


10x100’ 


500° 
$.30 


500! 


624 


RIBBON CABLE for computer 
‘wiring or similar jobs; 

, 20-conductor #22 stranded 
SSS wire with ten color codes. 


+eeeeeeteeereeerertreerrtt 
LARGE VARIABLE TRANSFORMERS used-checked 
INPUT 120/240 VAC 60 Hz 
80 lbs sh, 
out 0-240 V 28 A; 
+e tree eree eee etetrrererteetet 
QUANTITIES LIMITED! Stock changes. WRITE! 
POWERSTAT 380 HZ VARIABLE TRANSFORMER, 
0-120 V 380/1000 Hz; output 0-120 VAC 380/ 
1000 Hz 13 amps. Not enclosed; without knob 
#GA-50650L, 
see e ee eee nee anege eee ee 
KNOBS & DIALS for variable transformers: 
#KNB-LCP FLUTED KNOB, P 
fits 3/8" dia shaft. Used, $1.25 5 
dia with 
pointer; fits 11/16" shaft. $3. 


$220.00 


$190. 


input 


used $18. 


$3.0Q 


#12 $12/100' $99/1000' 

#14 $6.50/100' $42/1000' $185/5000' 
#16 $5.00/100' $30/1000' $120/5000' 
ie shielded $3.50/100' $22/1K' $75/5K' 
26 solia $6/500'  $9/1000' $30/5000' 


AIRCRAFT-TYPE WIRE, nylon insulation w/braid 
covering; silver-coated wire and shield: 

#22 stranded, $4.50/100' 
7 OR OK OK KK OK OK OK OK KK OK ROK KK FR OK KK OK 
COMPUTER CONTROL CABLE in black PVC jacket, 
#24 wire in color-coded NE rae voltage 


/$32. 


1000° 


21S 


1000' 
$.20 


Ts- 


LAMBDA HYBRID REG 


LAMBDA POWER HYBRID VOLTAGE 
REGULATOR device provides — 
highly stable output of 15 

VDC 15 amps max from input of 
40 V max and load variance to. , 
20 amps. Line regulation: 0. 15%, load: 0 
Features low noise and thermal isolation 
construction and remote Programming & sense 
2.5x0.9x2.1, 1 lb. #LAS-5125-005, NEW $14. 


ULATOR 


FULL WAVE BRIDGES: ¢ 


OM Ae #KBPCEOOS. 50 V € 
amp; used, $1.00. 
#KBH25005, 50 V 25 amps. used, $1.35 


VARO #VTA200/S 200 V 25 amp bridge “iia 
rectifier c.t cathode: stud mount, $1.00 ea 
2N692 SCR 25 AMP 800 V stud nount, $3.00 
t+ teehee ee ee eet tee tee tt 
DIODES: 1 AMP 50 PIV 20/$1. 400 PIV 1 
1000 PIV. 10/$1. } x 

MR752 6 AMP 200 V $1.10 MR754 400 Vo Sim 
1N3890 12 AMP 100 V 4/$3. 1N21 RF diode 
1N1184 or 1N1184RA, 35 A 100 V, used, 
#30084-A, 84 AMP 300 V stud mount, 


BITRONICS STEEL-SIX DC AM- 
METER, directly reading 
ranges 0-2.5, 10 & 25 AMPS 
DC. Has 4.5" wide mirrored 
scale; terminals on side. 
Steel enclosure; 6x6.5x3.5, 

5 lbs. #BIT-10AAC, NEW $37.50 


0.01 MF 100 KV CAPACITO 


A high voltage pap 


a TR anu 


DC SUPPRESSOR 


MX-7777B SUPPRESSOR protects 
vehicule radios VRC-12, VRC- 
53/64 & GRC-106 from damage 
by voltage transients. Input 
28 VDC; output < 36 VDC. Has 50°amp circ 
breakers for Overload & Short; diode over- 
heat protection & manual (BATTLE) overri 
SeSxic8x6 180 te. ‘USED, SIG. 
INSTALLATION KIT for MX-7777, mount brac 
and hardware. #SC-D-446056, unused, $12 
PLUGS (2) for MX7777; #29935-2P, used, 


COAXIAL HF DIPOL 


AS-2259/GR MANPACK HF DIPOLE 

TENNA fed with a low-loss, fo 
dielectric coaxial mast for 2-3 
MHz 1 KW PEP radios. Tunes ra- — 
dios which use 15 ft whips sucl 

as PRC-47/104, GRC-193 etc and 
provides high-angle near-verti 
cal radiation permitting 
short-range skywave pro- — 
pagation COMM-circuits from 

0-300 miles. Includes eight — 
24" mast sections; four radiating elemen 
that also serve as guy, manual & canvas ba 
Pack size: 28"Lx8" dia, 18 lbs. Used, $125 


LOG-PERiO! 


i. oo 
AS-2236/GRC ANTENNA, light= 
weight and minimal guying — 
makes this 30 to 70 MHz lc 
power log-periodic excel 
for field day! Mounts on 35 
foot mast and unfolds to 
ft square. Includes ante! 
seven 44.5"Lx2.75" dia a 
inum mast sections, 44.5" 
2.75" dia fiberglas sect 
pivot for horizontal or 
tical polarization, fold 
tripod (10.5 ft square) w 
foot pads, six stakes, thr 
screw anchors, guys, rop 
and hammer. With set-up 
but no further specifications. 100 lbs 
(UPS in 2 pkgs.) Used, $125.00 


ANTENNAS AB-719 SPRING BASE 


ph i 2) r: . @ |. LT ‘ AB-719/VRC SPRING ANTENNA BASE, 

» HY-GAIN ANTENNAS | 8 FOOT D [SH ANT EN NA mounts onto MX-2799/VRC matching 
& 

wn 

= 


, unit but will "bolt" to any flat 
AS-554/TRC 8° dia ANTENNA surface. Has BNC RF connection; 
with aluminum mesh parabo- mates to AT-1096/VRC 52" mast 
loid surface. Designed for section which screws into AT- 
1700-2400 Mhz with 30 db 1095 64" top mast. Mast sections not in- 
gain; 4.5 Mhz bandwidth. 20 


Cluded. 4.8x9.3x3, 4 lbs. Used, $7.95 
db major to minor lobe ratio. } AT-1096 MAST, used $15. AT-1095, $12.50 
Rugged military construc- pk ; 


tion; looks like one can 
add onto and extend the cast 
aluminum supports to increase 
dish diameter. 36" feedhorn ‘ 
focal length; 16% fall from a 
edge to center. Shipped in 


HY-GAIN MOBILE-COM ANTENNAS, new: 
760-SERIES antennas include 52" 
whip, 2.5"H spring base, 18’ 
RG-S8& coax cable, PL-259 con- 
mector, & UG-175 reducer; 5 lbs | 
NEW, $9.95 ea: #761 (3O-3F MHz) oe. ow 

#761 (30-33 MHz) #767 (33-36 MHz) 


1. 


| 280-SERIES mobile coil antenna w/ 
~ S2" 1g whip & 2" dia loading coil: 


iw 


CU-459/AR IMPEDANCE MATCH NET- 
WORK, black plastic bullet- 

shaped unit designed to mount 
to aircraft wing and hold two 
AT-624 antenna elements (not available) 
SO ohm BNC connection on bottom. P/o 

AN/ARA-31 24-49 FM MHz homing set; 4. 3x 
3.3, 2#. Unused, $5.95 


+ 


#281 15 meters, 2-3/4"H coil $9.95 
sections with feedhorn and ; 
yoke. Mesh may have minor but repa 


Used $586. $235.00 


Roe eke ERR KS Se KKK RHR K EE EK 


3-FOOT MAST SECTIONS (left), WW-2 & Kor- 
ean War-vintage; painted copper-coated 
steel. Sequentially screw into the other; 
3/16" dia MS-49 top section the smallest. 
Self-supports to 15 ft; MS-53 can fit in- 
to another MS-53; 1 1b sh. MAY HAVE SUR- 
_ FACE RUST. MS-49-50- -52-53, used, $2 ea. 
MS-49-50- -52-53, unused, $3.00 ea 

MS-51 MAST SECTION, “poor” used, $2.50 
SAUCER CERAMIC BASE fits MS-53, 5" dia x 
1.5"H + 3/4"H terminal. #INS/TRCT5, $9. 


able breaks. 425 lbs sh wt. 


cia Pai oases idl shale ceRnG BeBe Aine adie cede | 


KY-149/AR KEYER, coup- 
les homing antenna to 
radio; requires 28 VDC. 
2.3x7.7x4.9; 3 lbs sh. 
Unused, $14.95 


AS-1729/VRC ANTENNA SET, consists 
of MX-6707 impedance matching an- 
_tenna base and AS-1730 and AT-1095 


fiberglass mast sections; designed 


for RT-246-524/VRC transceivers and — 
vehicular versions of PRC-25-77 ra- BAT -~4l $3 Di POLE 
dio sets. MX-6707 has automatic or 


manually tunable frequency ranges AT-413/TRC DIPOLE ANTENNA for 
30-33, 33-37, 37-42, 42-47.5, 47.5- 225-400 MHz, originally part 
53, 53-56, 56-60, 60-65, 65-70.5, of large array. T-top elements 
and 70.5-76 MHz FM; also BNC connection for extendable 3" on each end to 
RF. Bottom mast section AS-1730 is 52.5"L, adjust reception; 20" maximum 
upper AT-1095, 64"L; MX-6707 14.3x5.5" dia, T-width. Mount flange movable to adjust 
20#. Used, $55. MANUAL f/AS-1729, repro, $8. height. Has type C connection on bottom. 
MX-6707 MATCHING UNIT only, used, $37.50 O/a 15.5"H, Ibs. Used $15. UNUSED $16. 


AS-1730 or AT-1095 only, used, $12.50 each 
AB-35 MAST: SECTIONS 


++¢teteeteeeeeeteerteeetetee tt 
TIE-DOWN KIT for AS-1729/VRC including tie- 
down rope and plastic cap for AT-1095,. $8. 
s AB-35/TRC 
ALUMINUM 
POLES, 33’ 


; SINR YA Se are 
dia fit to form 30 ft mast; p/o RC-292. 
3 lbs sh. Used, $6 ea; 12/$60. 

GUY RING PLATE for AB-35, $1.25 ea 


HY-GAIN S-1903/1905 ANTEN- “= 
NA SET, 2-30 MHz 1 KW avg, == 

2 KW PEP. S-1903 is dipol 
of non-reflecting braided 
nylon wire rope elements 

w/ freq-marks; has storag 
bobbins, 50' RG-58 coax, > 
BNC & UHF conn. S-1905 is% > % ad eS 
30' aluminum 2" dia mast in 9-sections. 
W/canvas bag; 34#. USED-EXCELLENT, $165. 


ANGLE BRACKET for attach- 


FIXED STATION BASE 
for AT-271/PRC an- 
» tenna; black phen 
Olic 34” dia base 
iw/silver-plated 
receptacle; BNC 
nhection, and load coil 
lbs. #CAN-100-7555 $4. 


-65 MAST BASE similar 


ing MP-50 or similar 
antenna base mount 
to rear corner of 
military vehicle. 
Bolts for MP-50 & 


drilled for 
ewe Side mount. 5# — 
» #SCC-28591 NEW $9.95 


4"Lx3" dia insulator; 
fa 17"L; 4 1be. $12. 


“WIRE ANTENNA, 45 ft 
vinyl-covered with 
eek insulators at 1£” and 
Liem 257; clips at insula-— 
Ne Bite adjust length. 
GP alts sh. Used, $12. 


AB-21-22-23-24 MAST SECTIONS, 27"L (AB-21 
bottom), 1 1b each. Used, $2.50 ea 


vi AS-1721/PRC-47 LONG- 


-D-189023. 16"Hx6"dia; 


-D- CANADIAN MK II UHF ROD only, 24" long, $5.00 
-239 conn. Used, $10. 


MK II AERIAL BASE No 9, 25"H. #PC-76701, $15 
AT-272A RIBBON ANTENNA & AT-272 FLEX-BASE 
SET £/PRC-8-9-10; 2 lbs. Used, 38 


AB-652 ANTENNA BASE for MS-116-117-118 mast 
p/o GRC-106 HF radio. 20"L; 6 Ibs. Used $22 


AT-271/PRC ANTENNA, 8.5 ft T-section whip 
for PRC-8-9-10/25/77. Used, $12.00 
AT-892/PRC-25 GOOSENECK BASE only, used, $6. 
M-422 ADAPTER for using MS-116/AB-23 masts 
with PRC & BC-1000 as long ant. $2.50 
PRC-90 WHIP ANTENNA, p/o handheld UHF rescue 
transmitter @ 282.8 MHz voice, 243 MHz 
beacon. 12"L extends to 24"L; 6"L rub- 
ber flex area above base. 3/8" dia mtg 
threads. #5820-371-6806. unused $9.95 
ANTENNA SPRING. MOUNT. p/o MX-6707 of AS-1729 
above; S-MC-54-2057, 4 lbs. Used, $15. 


AS-1320/PRC-47 AN- 
TENNA 8-section 15 , 
ft whip w/ MT-2786 
legs that. permits 
use as HF ground- 
plane. Canvas bags 
12 lbs. Used, $20. 
CERAMIC INSULATOR, 
threads to AS-1320 
bases ts d¥az. tt. 
#INS-PRC47, $4.00 


#SC-D-189027 f/base, $10. 
#SC-—D-446058 corner, $10. 
EXTENDER £/SCD-444058 $4. 


fod £6-117-118.0r AB-21-22 
23-24 mast sections; 
spring action with 3.3"L 


2" dia hole for 
O/a 15"L, 3#. 


CH—1S—21 Ss COUNTEREPOLISE 
* CP-12-13 COUNTERPOISE 
heavy rubber-covered 
wire spreads to form 
a 15 ft dia radial net- 
work for ground plane antenna; 
used with MS-116-117-118 mast 
sections; 4 lbs sh. Used, $12.00 


GY-12/42 GUY ROPE SET, 3x20’ lengths, $7 
M378 ROPE, 80’, $6. M379, : 10"... ‘Si. 50 


ANTENNA RELAY 
for RT-246 : 


AB-15 


each 39.3"L. MS-116 
6 stackable bottom 
section, MS-117 is middle and 
[S-118 is tapered top; 1 1b 
h each. Used, $3.50 each 


BNC & three sub-mini 
connections. Unused, 
but may be “rejects.” 
#5985-892-3200, $15. 


PROC-74 LONG-WIRE 


MK-911/PRC-74 LONG- 
WIRE ANTENNA SET, 
greatly extends the 
range of RT-794/ 
PRC-74, a 2-18 MHz 
15 W backpack trans- 
ceiver. Consist of 
two 234 ft antenna 
wire & reels and two 
100 ft support cords 
w/weight, and dipole fixture w/terminals 
and wire lead. 10 lbs sh. Used, $32.50 ¢ 
DIPOLE FIXTURE only, #DP-MK-911, $7-50 $6. 


TUBULAR. ALUMINUM 


TUBULAR ALUN- 
. w= INUM POLES, 
66" long X 1-5/8" dia (1-3/8" ID) poles have 
5.5" tapered end so that they can "stack" 
for additional height. These sturdy poles 
have other potential uses such as portable 
flag poles, tent poles, volleyball net poles 
etc! Originally military antenna poles (see 
page 15); 4 lbs sh. MS-44, used, $8.00 ea 


A-62 PHANTOM ANTENNA, electrical network 
used in place of antenna to tune BC-604 20-28 
MHz xmitter. Adjust INCREASE and MAX-MIN; ANT 
& GND terminals. 7"Hx4" dia, 4#. Used, $19.95 


cauciie ~~ 


ANTENNAS 


6G PROTREED BY BLN OR SHNLO 


{Ai (Ch) POWLA CARH 


AS-3439 225-400 MHz ANTENNA, 200 W forward 
using 40 W load; 30" dia "flying saucer." 
Hybrid quadrature; N & TNC conn. Used, $75. 

AN-22A LONG-WIRE ANTENNA, 20 ft W-29 wire with 
snap hooks; p/o SCR-177/188 (BC-191), 2#. $4. 


insulators S 


BUDWIG HYE-QUE antenna insulators and 
strain connector for long-wire installa-— 
tions; full legal power capacity and 
weather-tight polymar construction. NEW: 
#HO-CONN strain assembly with PL-259 
connection for lead-in wire drop. $6.95 
#HQ-INS-PR, insulator pair, $1.75/pr 


JAUSTRON MODEL 2021L .————c > 
(LOOP ANTENNA, shield- 


ed 33x33" loop tuned 
to 100 KHz; use for 
VLF & LORAN C recep- 
tion. Impedance 50 
ohms w/ external BNC 
connection. Includes 
flange for 3.5" dia 
pipe, 100 ft of 
RG-58 coax, and man- = 
ual; 1988 mfg. 10 Ibs sh. NEW, $89.50 
** *£ *& *& *€ KK EK KK HR KKK KK EK 
AS-1405/PRC-41 UHF ARRAY, 9 radial pairs 
on 27.8"L spacer; 30.9"W max. W/ N-conn; 
mounts to 1.5" dia pipe, 15#. Used, $35. 


Page 15 


me AS-3439 


REFLECTOR, 395 to 410 MHz 3 
VSWR <2.0:1, 8.5 DBi gain. 
BW E-plane 66 ; H-plane 
60 . 15 radial pairs + cen- 
ter dipole; N-connection. 
17.7x26x13.5, 12 lbs sh. 
#ADN-1750, UNUSED, $49.50 


*“* © & & € eK ek ee we 
VIS-O-GLOW NEON LIGHTNING 
ARRESTORS, #4392, $2.50 ea 


-106. ANTENNA BASE, 
lamps to SCR-284 

#W-2 radio; accepts 
MS-S6 mast; top and 


Metal with ceramic 
i 14"Lx3. 5" 
d S lbs sh. $9. 
IN-106A, as above, 
except plastic, $8. 


ag 


MX-381/GRA-4 GUY ROPE, 40’ long; 3/16" nylon 
800# test; w/hooks & insulators, used, $4. 
MX-382, 31’, $3.00; MX-383, 50’, $5.00 
MX-378 GUY RING f/ masts to hook guys, $1 ea 
GP-101 GUY STAKES, 15.8"L; alum., 2#. $3 ea. 


RF and AUDIO CONNECT= 


Ga)AMPHENOL Lacy all new package; 


ale (M), Female (F) 


Sale? * es quick assembly: 
174701 50 (F) $1. 
| 431-4702 70 (M) $1. 25; ~4703 70 (¥) $1.25 


NEW 
COAXIAL CABLE 


NEW MANUFACTURE AND BRANDED WITH STANDARD 
TYPE NUMBERS TO MIL-R-17A SPECIFICATIONS. 


ceiver; for reptacane 
3k use or adapt to roe 
special project. Used-not tested: 
AM-3506 AUDIO AMP has mic, sidetone, vox, n 
compressor circuits of TX; AGC & audio fo 
Rx. Req 20 & 24 VDC. 4.3x4.3x2.8, 2t. $15. 
AM-3507 AMPLIFIER MODULATOR contains LSB 500 
KHz mechanical filter (F500-Z5 #526-9376) 
plus balanced modulator and product det 
or. Requires 20 VDC; 4.3x4.5x1.3, 1 1b 
Schematic, $1.50; Connector set, $5.00 
C-4311 CONTROL OSCILLATOR, 3 lbs. $25.00 
CV-1377 SIGNAL DATA TRANSLATOR with an 
5907, 7761, 7905; 5 lbs sh, S50.0008 
0-1032 RF OSCILLATOR, contains 3 MHz cryst: 
in oven; produces 500 and 100 KHz outputs 
Requires 20 VDC; 4.3x4.5x1.3, l#. $20.00 


Prices listed for lengths indicated. In 
between lengths use the higher price. 

LESS THAN 100 FEET ADD 10% TO HIGHEST PRICE! 
COAX Ohms 100° 500’ 1000” 5000’ 
RG-8/U 52°. 6.27 ome -24 .23 
RG-58/U 353.5 «15 14 ~i3 


#83-23 UHF m-f lightning arrestor, $2.50 


82-831 push-on chassis BNC (f), NEW, $.45 
#81-103 mini plug or #81-104 mini jack, $.50 


-~ + + + + +e +e He + + ~ r+ +e + + He + + 
ESSEX 21-597 SUB-MINAX COAX, thin 0.15" out- 
er diameter (0.1" 0.D. core) for making RF 
jumpers etc. 75 ohm impedance; polyethylene 
insulation, 93% shield. Similar to Belden 
8218; 15 lbs/1K’. Unused, $12/100’; $100/1K’ 


~ + + 


MICROPHONE CONNECTORS, all males 3* diameter 
(a) ae ee eo o° 
ose ee s ee oo 

#80-23 80-876 980-872 80-878 80-886 


press lock extended lock» threaded 
fit 60g ring $1 pins 60¢ ring $1 barrel $1 


AIRCRAFT SEXTANT F ARC=38 OSCILLATOR 


TERMINAL AIRCRAFT SEXTANT w/PERISCOPE, used in 
Pl=258 post nylon larger aircraft to determine night- x 
S0-259 PL-259 JUNCTION cap spring flight position relative to the . Si troe Collins-eads Rie 
$1.10 ea $1.10 ea $1.75 ea ~loaded: stars. Has eyepiece with cup to Me ARC-38, an aircraft HF 
10 for 10 for 10 for 1.8"H. NEW: view through right angle peri- transceiver iit bite 


scope with bubble level. Controls 
increase bubble size and 
adjust lens diffuser plus 
filters red, green & polar- 
ized. Also mechanical timer, 
3-digit 100-turn counter 

- y ty dial, & transit case. Great 
COAX CONNECTORS experimenter/collector item! 
Requires 28 V AC-DC for lights; 
8"Wx13"Hx5.3"D, 23 lbs sh. 


#MS28011-1F, used w/fiberlass case, $59.50 


$10.00 $10.00 $16.00 #BP-NC. $1.10 


#2H-SO-239 #SH-SO239 UG-175, adapts ered 
2-hole mt barrel mt. to RG-58 coax, $.3 
$0-239 $1. $1.10 UG-176, f/UG-59, $.35 


ym ies-fed electron-couple 
“= oscillator, a more stabli 
_ frequency variation of 
Hartley-—type. Step—ad ju 
ed inductor covers 14000 positions to tu 
oscillator frequency of 1.75 to 3.5 MHz in 
125 Hz steps. Includes Collins SMO #70E-22, 
discriminator #147A-1, 27.5 VDC motor g 

drive and tubes 3/6AK5, 6BAé, 2/6BE46. Man 
parts common to ARC-38A SMO assembly. 6x — 
6.5x10, 15 lbs sh. Used, w/schematic, $35. 


CONNECTORS & ADAPTERS: (m) male, (f) female, 
(bulk) bulkhead, (rec) receptacle, (r/a) 
right angle; (vu) used, (Un) unused. 


TYPE BNC: UG-88 m (RG-58) U $.75 ea 


UG-260 m (RG-59) U $.60 UG-290 f panel U $1. ape be 
-274 "T" 2-f to m, U $4. UG-909 bulk U $1. 618T MODULES 
-273 to UHF, Un $2.00 -306 R/A adapter : 


618S-1 POWER AMPLIFIER, 
p/o Collins 2-25 Mhz 100 
watt transceiver. Has 

12.5 uH roller inductor; 


-282 to post $1.50 used, $1.75 MODULES FROM COLLINS 618T coil 3 Pad @ia with 27 
UG-913 r/a U $1.25 HF TRANSCEIVER, removed turns #14 silver-tinned 
TYPE C: UG-710 m R/A U $2.50 from equip. --not tested: 


wire rotated by 115 Vac 
400 Hz selsyn. Also ten 
Centraleb 850 HV capaci- 
tors 10 pf, 50 pf, 7/100 pf, Sas 
and 1000 pf. Big silver contacts on ceramio. 
switch; uses three 6159 tubes. 11x5x6, 10 


#3496/618S-1, less tubes, $28. With tubes 
MATING CONNECTORS, 2 required, $2.50 ea 
SCHEMATIC for 6185-1 power amp, $1.50 


UG-643 f:f adapter Un $3. "AM AUDIO AMPLIFIER #546- 

x : 2 = 6053, has mech filter 
F500 Y60 (526 9378); 2 lbs sh, $40.00 

IF TRANSLATOR #544-9286, has LSB-USB filters 
F500 Z4 (526 9377) & Z5 (526 9376), $65.00 

KC-FREQUENCY STABILIZER, has mechanical fil- 
ter F250 F100 (526 9410) and crystal filter 
X250KF440 (526 7006);~3 lbs sh. $35.00 

RF TRANSLATOR with K9 OSCILLATOR, 15#, $200. 
618T POWER AMPLIFIER w/ two 4CX250FG tubes, 
5 KV doorknob capacitors 12, 2/30, 67, 120 

& 140 pf, 7 uH roller inductor; 12#. $125. 


TYPE N: UG-21 m (RG-8) NEW, $4.00 

UG-58 f chassis U $2.50 UG-27 R/A m-f U $2 
-536 m (RG-58) U $2 
-593 f bulkhead for R-59-62, used, $1.50 
-1052 f bulkhead for RG-58, used, $1.50 


UG-201 ADAPTER. N to BNC, used, $2.50 


TYPE TNC: Gremar #6006 m Un $2.50; U $1.50 
#6177 m R/A Un $3. #6098 to N f bulk U $3. 
BALANCED ANTENNA INPUT for R-390A receiver: 
STAR 7162 (RG-58) U $5.UG-421 m (RG-8), $6.50 
Mini-BNC, p/o R-390A, used, $1.50 each 
Mini-BNC chassis-type p/o R-390A, used $1.50 
UG-100 m U 31.50 DA-113 dummy U $5.00 

-109 £/UG-100 $1.50 

-920 R/A HN (m) to HN (f£), unused, $3.00 
M-359 elbow: PL-259 to SO-239 U used, $1.25 


TRC-75 radio sets. 
4.8x4.5x1.5, 2 lbs sh. 
Used-not tested: or 
AM-1523 AMPLIFIER DETEC’ 
with four 5899 tubes; p/o R-761 Rx, $17 
AM-152S ELECTRONIC CONTROL AMPLIFIER, p/o 
T-605/T-730 xmitter, $15.00 ea ian 
AM-1526, similar to AM-1523, $17.50 ea 
AM-1733, similar to AM-1525, $15.00 ea y 
SCHEMATICS for any of above, $1.50 e ch. 


4400-5000 


CU-1890/GRC DIRECTIONAL 
COUPLER allows injec- 
tion of test signal 

into 4400-5000 MHz re- ° 
ceiving system. Attenuator 
Adjust 20 -40 DB & type N RF 
input conn. Waveguide opening 
0.9"H x 1.9"W with 3.6" dia 

flange. 5x10x3.6, 4 lbs sh. UNUSED $20-85 $25 


COAX CABLES from mil-equipment; used-unused: 
CG-530 CABLE. 54" RG-62 w/2 UG-260 BNC, $3. 

RG-213-1, 16" RG-213 w/two R/A N conn. $6.00 
RG-214-3. 3' RG-214 w/90 male N conn. $8.00 
CG-3444 CABLE. 42" RG-214 w/2 UG-573 "C", $9 
31-224 BNC TWIN-AX, 1-conn on 50” cable. $3. 


AM-1528 AMPLIFIER-MIXER for R-761 with — 
tubes and slug rack, $45. Schematic, $ 
AM-1529 AMPLIFIER OSCILLATOR with Collins 
mechanical filter F455 Z1, $28.00 * 
CV-465B MIXER OSCILLATOR for R-761; oscilla- 
tors master 70H13A, interpolation, spectr 
t{NS 250° KHZ | generator, etc. With Mechanical filters 
L : F455 Q2 and Q3. $55. Schematic, $3.00 
MD-286 BALANCED MODULATOR with mechanics 
filters F300 Z4 and F300 Z5, etc. $30.0 
SG-179/URC REFERENCE GENERATOR, $20.00 
+ © + 6 + e+ + + © + © + & + 6 Se 
C-3141/TRC-75 CONTROL Box 3 : 

for T-730/TRC-75; provides 
On/Off, Channel and Mode 
selection, Gain control for 
Rx and Tx of TRC-75; Appears 
to be usable with ARC-S8. 
Requires 27 VDC; 5S.3xS. 8x7.8 
6 lbs. Used, $29.95 j 
CONNECTOR for C-3141, $5 with box purchase. 
SCHEMATIC £/C-3141 or C-1939/ARC-58, $2 


CG-278, 9' RG-214 w/HN conn each end, $14. 
CX-3094 MIC CABLE with Cannon XLR-3 mic plug 
and 3106A-1S-7P plug; 25 ft. Used, $7.50 
MIC COIL CORD w/Cannon XLR-4 mic plug & tin- 
ned 4-wire; 6 ft un-extended. #MCC-XLR4, $8 


— TEST. LEADS 


INSTRUMENT TEST LEADS 

for meters, etc. One end 
has 5.2"L plastic prod; other other end tin- 
ned wire. Military-quality with heavy insu- 
lation; o/a 36" length. One red and one black 
lead per set; 1 lb. #TS-LRB, NEW, $2.50/set 


250 Khz IF ASSEMBLY from Col- 

lins 618S-1 transceiver. 

Has 250 Khz mechanical fil- 

ter with 6.7 Khz width and 

tubes 3/5749 and 2/5726. _ 
£x6x3i 3 lbs sh wt. 

Firesc: 67/618S1, used, $12.95 


250 Khz IF ASSEMBLY from 
RT-311/ARC-38 transceiver. Similar to above 
but with two mechanical filters--one 2 Khz 
width, the other 8.5 Khz. #1F250/ARC38 $24.95 


ALLIGATOR CLIP TEST LEAD 
KIT, 45" long rubber-in- 
sulated lead has 4.8"L 
Plastic prod which fits into plastic insula- 
ted alligator "Safe-T-Clip". Kit includes 
one each red and black leads, one each red 
and black clips. #MX-19090, unused, $3.50 


250 KHZ CRYSTAL OSCILLATOR 
from Collins 618S1. Has 250 Khz 
BFO oscillator coil, crystal 
oven with CR-46 250 Khz orys~ 
tal, and 2/5749 tubes. 4{x6x1, 
2 lbs sh. #0SC-250/618S1, $6. 95 


RT-841/PRC-77 backpack Tranecei owen 2. 
xl, Used-not tested, $6. Schematic, $1. 


HANDCRANK 


HANDCRANK MAGNETO GENERATOR 
removed from telephone 
equipment; features long 
feta rs crank with shaft which ex— 
tends 2.5" from the generator and versa-— 
tile mounting plate that allows left or 
right side or bottom mounting. Use to 
replace “dead" generator in your antique 
| eos or as remote signaler (ring bells/ 
_buzzers), or as “worm shocker"; 4 lbs sh. 
eee 108s. used-checked, $15.00 


G-25 or equal HANDCRANK 

yacy GENERATOR, similar func- 

tion as above but arma- 

ire in metal can; used in vari- 
Ss military Phone equipment. 


Lx2. 5" dia; 4#. Used, $16.00 
DC MOTOR, operates over 10~ 
15 VDC 100 ma 2375-2425 RPM 


BR with governor. Shaft 5/16"L 


| 21/16" dia; 0/a 2-7/exl-1/8. #aST-cK26 $7.95 


RPM SLO-SYN 


SUPERIOR ELECTRIC SLO-SYN 

6 RPM SYNCHRONOUS STEPPING |. 

MOTOR, 120 VAC 60 Hz 0.5 A fh ae 

(S50 oz-in running torque. Sisal foes 

Reversible instant start- §- ” 
stop. 2/8" dia stainless steel shaft; on 
mounting plate with capacitor. 7.2x4.55, 

7 lbs sh. #SS50-1292BU, used, $17-95 $13.95 


GE MINA®GHAR MOTOR, 328 RPM «= 

3/8" dia right angle 2 
' output shaft; other 3500” 

RPM 5/16" aia shaft, 5 in-10 

torque. Requires 115 VAC 60 : 
-Hz and 7 mf 220 VAC capecitor; o/a 4x10x3, 

8 1bs sh. GE #5KCM49NG, used, $8.95 

CAPACITOR for above, non-PCB, $3.00 


et elas a ww inn ae ee oS ee, ee ee a a ee a 


3/4 HP 90 VDC PM MOTOR, 
2000 RPM @ 8.5 amps con- 


tinuous. Enough torque at ~ 


6 V that shaft cannot be ~ 
held by fingers; approx 
275 RPM @ 12 VDC. Shaft 

» 1.5"Lx0.5" dias; o/a 13"Lx5" dia 
on ‘Sis 5x4 mount, 28 lbs. #SR- ~3402220, $125.00 


DC GEAR MOTOR 


Powerful reversible motor pro- 

- duces strong torque at 6/12/24 

VDC case common turning 24/50 

/100 RPM respectively. 4.3x6 

“% x2.8 plus 4.5"Lx5/16" dia 

90° worm drive shaft: 3#. #GM-3455, NEW $15. 


ROBOTICS MOTORS 


15“ STEPPER MOTOR from 
printer; requires +9 to 

+40 VDC. High speed and F 
performance w/driver cir- 


cuit info. 1x1l.3" dia shaft; o/a 5.8"x1.6" 
‘dia, 2 lbs. #RBM-2-62, 2 ohm field, $12.50 
#RBM-4-62, 4 $15. #RBM-6-62, 5.8/.917.00 


15°4-PHASE VR STEP SERVO, 5 ohms 
1.5 a/$; 28 VDC input. pulse. gx 
4" dia shaft; o/a Sx32x3, 2 lbs 
sh. Made in Canada; removed from 
equipment. #20M34C1, $9.95 


GLOBE 85 RPM 


27.5 VDC REVERSIBLE PM GEAR MOTOR, 85 RPM 
no load speed, 1/4 duty cycle; estimated 
75 RPM 100 oz/in torque when under: load. 
Shaft 1/2"L x 5/16" dia with ear. O/a 4x 
1.3z1.3, 1 lb. GLOBE #5A1i231. used, $14.95 


ve 240 RPM 115 V 60 Hz GEAR MO- 
* > TOR for intermittent use; 
1S starts @ 32 V approx 200 RPM. 
Increased voltage increases 
torque. Gearhead extends 2.8" 
Beyond motor and has 1.1"Lxi/4" dia shaft. 
Motor 2.8x2.8x2.4 plus 5/8"Lx3/16" dia shaft 
for fan on rear, 3#. #MOL-2460, unused, $6. 


_ ROWE 6-12 VDC GEAR MOTOR, 
40-75 RPM; good for small 
scale animation projects. 
Draws approx 250 MA loaded. 
a a Shaft 3/8"Lx1/8" dia w/flat 

O/a 2.5"Lxt.4" dia, 1#. #500-6-12, NEW $4.50 


AUTOTROL MODEL 200 TIMING MOTOR, 5.4 VDC 
19.9 RPM; draws about 100 MA with good tor- 
que. Shaft 3/8"Lx1/8" dia with flat; o/a 
2.5"Lx1.8" dia, 1 lb. #200-266A, NEW, $4.75 


160 RPM DRIVE UNIT w/clutch 

has Globe C-254512 27 VDC 

15000 RPM motor and 27 VDC 

clutch assembly. Motor oper- 

ates with good torque over 

5 to 27 VDC. 160 RPM output 

on 3/16" dia X 4" lg shaft. 

O/A 35x45x33, 3 lbs. #60DRV/618 ised $8.95 


BODINE AC GEARHEAD MOTOR, 
ea 200 RPM 1/7 HP 35 in/lb 
torque, counter-clockwise ro- 
tation; 115 VAC 60 Hz input. 
« Shaft 1.3"Lx5/8" dia w/3/16" 
square key. O/a 8.5"Lx5.6”" 
#ECCI-35E200, used, $28.95 


dia; 14 lbs sh. 


BARBER COLEMAN AC GEAR MOTOR, 
230 VAC 60 Hz; approx 3% RPM. 
5/16" dia shaft X 7/8" long; 

Size: 2$x34x3, 2 lbs sh. 

B-C #108134483 NEW, $5.95 


INDUCTION MOTOR, Eastern Air 

Devices J71-B, 115 VAC 60 Hz 

0.25 amp input for 1/40 HP 

2100 RPM output. Quiet run- 

ning: good replacement motor 

for blowers. 3.1"x2.5" dia, shaft O. 9"x0, ae 
dia; = lbs sh. External capacitor required. 
#548-2239, unused $4.95; 4 mf CAPACITOR, $1. 


0.7 RPM GEARMOTOR, 115 VAC 60 
Hz, 85 oz-in torque; 3/4"L 
x1/4" dia shaft; w/shaft 
coupler and microswitch 
assy. 2.3x3.2x2.3, 5.5"L w/ 
assy; 3#. RBC-2505, used, $s%. 


MULTI-SFEED 24 VDC FM MOTOR 
can be wired for 11500 RPM 
©O,012 HF 0.7 amp or 2000 
RPM 0.035 HP 2.3 amp oper- 
ation; motor starts to turn 
at 9 VDC and is reversible. 6"x2.3" dia with 
3 geared shaft 0.60.4" dia. 


Deo, GLa COL) ars 
Sperry #2960031, used, $12.95 $8.95 


RQUE DG MOTORS 


SATELLITE ANTENNA POSITION 
(MOTOR by Brevel, 36 VDC 112 
RPM gearhead motor operates 


hl GH 


Operation, 


SELSYN TRANSMITTERS 


SIZE 6 BRASS SELSYNS op- 
erate from 115/90 VAC 60 
me Hz. When used in pairs, 

’ these are large enough 
for most precision rota- 
tion and position remote 

indicating tasks such as antenna positioning 
and similar. Control and indicator devices 
not provided. Each 7.5"Lx4.5" dia, 12 lbs 
sh. USED-CHECKED, $30 each; $55.00 per pair. 
op fap pamela eh cab, Ca op 9 o/b pte ed ogg lac ag a 
UNITED STATES NAVY SYNCHROS, Description and 
a copy of Publication #OP 1303 
printed April 1958; 100+ page primer about 
selsyn/synchro theory and types. $12.50 


PHASE SHIFTER, unsymetrical resolver; rotor 
1 phase 5 V 30 Hz, stator 2 phase 5 V 30 
Hz. 1.4" dia X 2"L. #PS-17-E-1, used, $10. 
SPERRY R5663478 SYNCHRO REPEATER PAIR, oper- 

able on 24 V 60 Hz; each 3"Lx2.5" dia + 
3/4"Lx1/8" dia shaft. USED, $30.00 /pair. 

AY-231 or equal DIFFERENTIAL SELSYN, 400 Hz 
3 Ov TRV el Oo Let ib odd a.’ Used. $4.50 

+e rete ererereeteeetee ee eee et 

1HCT-MKII CONTROL TRANSFORMER 90/55 V 60 Hz3 
3.6"Lx2" dia, 2 lbs sh. Used, $20.00 

1HG-MK14 HIGH SPEED GENERATOR SYNCHRO, 115/ 
90 V 60 Hz; 2 lbs sh. Used $25. Unused $35. 

15CX4 CONTROL XMITTER 115 V 400 Hz, used $5. 

23CT6 TRANSFORMER 90/1V /degree 60 Hz, $12. 
23TR4 RECEIVER, 115 VAC 400 Hz, used, $10.00 
23W4-702 RESOLVER, 0-30 V 400 Hz, unused $10 


2J1H1 SELSYN DIFFERENTIAL GENERATOR operates 
@ 57.5/57.5 V 400 Hz or @ 26 V 
60)\Hz.) 4.3"°Lx2.3" dia, 1- Tb. 
Used-less connector caps, $7. 
2J1G1 CONTROL TRANSFORMER, us- 
ful in pairs @ 24 V 60 Hz for 
position indication. Used w/ caps, 


$18 ea. 


“TACHOMETER GENERATOR, motor 
26 V 400 Hz 2 @; generator 18V 
400 Hz 0.3 V/1000 REM. Ne load 
speed 10000 REM. 2-1/8"Lxl" dis 
3/16*Lx1/8* dia shaft. #TACH-SEL-MOD, $7.95 


GENERAL ELECTRIC REVERSIBLE FAN MO- ey 
TOR, ball-bearing 115 VAC 60 Hz 
1 amp 225 RPM motor. Requires iy 


use with fan blades unless estate 
cooled by other means. Has aa? 

mount flanges and 5 mf cap- e he 
acitor; .4.5"Lx5.5" dia plus. Yaw 
1.5"Lx5/8" dia hollow shaft, we Bree 
11#. #5KCP39EGH210, NEW, $15. S 


PRINTER MOTOR ASSEMBLY, 24 VAC 
60 Hz geared to about 4 RPM; 

can be wired for clockwise or 
CCW rotation. 2.8x2.5" dia mo- 


tor on 3.8" sq metal plate; 2#. 
3/910. 


#MI2-MO375R, used $3.95; 


GLOBE 27 VDC MINI-PM MOTOR, p/o 
Collins 618T P-A; splined shaft 


1/4"Lx1/8" dia; o/a 1.7"Lx0.9" | 


#41A205, used, $7.50 


#47155 DELCO DC MOTOR, 28 
-.VDC 2.4 A 1/30 HP 5600 RM. 
~ Size: 54x2$" dia; shaft 1" 
xz" dia, 2 lbs. Unused $4. 


iz VDC MOTOR, 
* 2000/5000 RPM clockwise rota- 


tion; 40 oz—-in torque. 4"L & 
x3" dia plus 3/4"L*x5/16" dia 
shft. 4 lbs. #C65010-12, $7.95 


runs CW 
2<63x3x4,.5 + 1.5"Lx 
3#. #AC-DC-H102, $3. 


115 V AC-DC MOTOR, 
approx 7000 RPM i/8 HP. 
0.4" dia spiraled shaft; 


starts at 25 VDC, 


.on lower voltages 12 VDC 
@ 32 RPM or 25 VDC 70 RPM 
with high torque. Gearhead 
: mounting surface 3.3x3.3 
shaft 1"Lx1/4" dia. Motor 3.4"Lx1.7" 


26 VDC REVERSIBLE MOTOR with 
| cluteh for fast stops; 12K 4 
| RPM @ 26 VDC 1.2 amps. 
| Clutch engages at 10 VDC 
‘| which allows variable speed over 10-26 voc. 


100 RPM 12 VDC GHAR MOTOR, 
output at 3/8" x 1/8* bar 
which would mate with slot- 
ted shaft (not included). 
Also 3400 RPM available on 


ls Ss 


n . — $10-95 IF; 

| Rated for intermittent duty. Spline 3/16" a ia See wee ves 18 CSN 259075. x #16. yg 5/32" dia x $* 1g shaft. O/A 5gx2d. 
shaft; ofa 4x1i" dia, 1 1b. #SR-215 NEW Fisee PR 8; 3 lbs sh. #LEE-11152S unused, $8.95 

1/4 AP | 2 VD C RRR Ian gener ene 

BOWMAR/HAROWE 12 VDC DUAL SHAFT a ’ A 
MOTOR, 2500 RPM no load; 1 amp AP DUNRITE 12 VDC PERMAMENT Se s Fae waite nat cae OAR. azoom 
2000 RPM 3.4 oz-in load or 1. MAGNET 1/4 HP MOTOR, 5300 115 TABK sua. bie or CS ' df 
amp 1000 RPM 7.4 oz-in load. ® RPM cont-duty; 12 inch-lbs witen ces 33-1/3 of is ote. 
Stall current 2.5 amps. Shaft of torque. Shaft 7/8"L x a ben? tp Me ei tal hited 
1/8 dia, one 1/2"L threaded; other 1/4"L. 5/8" dia both ends w/pin- ia 2 Been PML 4GAC37 ed 3 
O/a 2.8"Lx1.3" dia, 1 lb. #1442-009, $8.95 ned gears. 4.9x9x4.5, 13#. #6294355. $45.00 pig a ms » NEV, Barts 83. 
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9 RECEIVER 


AN/PRR-9 (XE-9) FM HELMET RECEI- 
VER, updates earlier PRR-9 mod- 
els with addition of “squelch” 
mode and requires just 3 VDC in- 
put from BA-4534 battery (not 
available). Supplied with CR-81 
erystal to receive at 51 MHz FM; 
455 KHz IF. Operable over 47-57 
MHz depending upon crystal. Set includes 
AS-1998 antenna, H-302 earphone, lanyard and 
operator's book. 7x3.5x1.5, 6#. Unused, $85. 


ID-1189/PR CHANNEL ALIGNMENT 
INDICATOR, designed to test 
AN/PRR-9 and AN/PRT-4 trans- 
mitter. Has 47-57 Mhz signal 
generator; checks both sets’ 
batteries. Instructions, 
probes, and transit case in- 
cluded. 12xllgx6, 15 lbs sh. Used, 


m BC-1000 BACKPACK TRANSCEI- 
VER SET, WW-2 and Korean War 
sets from NATO-surplus. 
40 to 48 MHz FM range in 
forty-one 200 KHz steps. 
Power output: 300 MW RF, 
200 MW AF. Built-in 43 MHz 
erystal calibrator. Tubes 
1A3, 5/1L4, 3/185, 6/1T4, 
1R5, 2/3A4. Requires 4.5 VDC 
™ §00 ma & 90 VDC 25 ma. Controls 
in English. W/CS-128 battery box & 
SCR-300 manual; 5.6x11.3x14.4, 28#. 
Used, $65. #BC1000-US-93, w/USA ID tag, $90. 
ACCESSORIES for BC-1000 with'radio purchase: 
N-130 whip antennas, $15.00 ea 
ST-55 BELT and/or BG-150 BAG, used $7.50 ea 
TS-15 HANDSET, $18. .T-45 LIP MIC, $4.00 ea 
CD-318 SWITCH no straps, $7. M-391 PAD $4. 


CONTROL CABLE used 
in GRC-Series radio 
. equip; rubber-cover- 
Ten conductor #14, five which 
10 ft (3#), $10. $80/100 ft. 
WEtZ6) WIRE et ts. Se. s0e 6 ft, $& 00 
CX-7867 AUDIO CABLE, 25' UG-228 & -229, $10. 
C\-4720/VRC DC Cable, 10 feet. $11.00 
CX~+4721/VRC DC cable, 2.5 ft, -00 
CX-4722/VRC Control Cable, 5 feet, .00 
CX-4723/VRC Control Cable, 5 feet, $12.00 
ZIC2 208 7 SLO 


CX-8652 COILED Y-CORD f/H-161; 
w/4-pin UW1220FA17 female; 5' $7.50 


ed w/ braid. 
are braided. 
| 
1 
| 


CX-2583, 


R-110 RECEIVER 38 to 54 MHZ FM 
CONTINUOISLY TUNEABLE, VARIABL 
SQUELCH AND AUDIO, OUTPUT 1IMP- 
EDANCE 600 OHMS. 4.3 MHZ. BS ee 
| With tuses 3/1U4,2/1L4, 1A3,2/ 
3A5,1S5,2/304, 2/S1KS & OB2. 
; VOLTAGES REQ. 135 voc @ 70 ma. 
™ AND 6.3 VDC 2 amps. 
; Oe 3x7#: wr; 32 LBs. Used, $65.00 


RECEIVER, same as R-110 except 
20-28 MHz. Used, $22.00 
GOV 'T-RECONDITIONED, $36.00 


RECEIVER, same as R-110 except 
27-39 MHz. Used. $28.00 
GOV'T-RECONDITIONED. $42.00 


PP-282 POWER SUPPLY 24 VDC for R-108-109-110 
receivers; mounts inside, 4#. Used, $12.00 


AM-598 AMPLIFIER POWER SUPPLY, 
24 VDC supply & audio amp for 
PRC-8-9-10 transceivers which 
plug into top. Audio cord con- 
nects RT-audio, Tubes OC3, 2625 
2/12ATT, 2/26E6. 11.3x11.5x10.3 
38#. Used, $50. Used w/chipped 
case, $30. CX-2031 DC cable, $8 


U-383/VR POWER SUPPLY 
= CONVERTER for RT-841/ 
e PRC-77, clips onto RT-841 
like battery box allowing 
operation from 24 VDC in- 
all put rather than 12 VDC. 
Not usable with RT-505/PRC-25 unless bias 
voltage modified. 10x4x2.5, 4 lbs. 
Used, $22.95; CONNECTOR for U-383, $6.00 
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RT-66/GRC TRANSCEIVER 


RT-68/GRC TRANSCEIVER, 38- 
54.9 MHz FM continuously 
tunable or 100 KHz-step chan- 
nels. Receives and transmits 
both voice and 1600 Hz ring- 
ing FM; range 10-15 miles. 
Receiver circuit has varia-— 
ble ist IF 4.45-5.45 MHz and 
fixed 1.4 MHz 2nd IF; also squelch and 600 
ohm audio output. Transmitter uses crystal- 
controlled oscillator and oscillator power 
amp; power output 2 watts (LO) or 15 W (HI). 
Also meter to monitor xmitter filaments and 
90 V input. Requires PP-109 or -112 power 
supply. Tubes 4/1U4, 2E24, 2/1A3, 2/114, 
4/1R5, 2/1AE4, 185, 4/3Q4, 3A4. 3/3A5. 2/ 
3B4, 6AK5. 9x13x11.3, 42 Ibs. Used, $75.00 


RT-66, but 20-28 MHz. Used, $75. 
RT-67, "28-38 MHz, *WRITE* 


like above, 


n " 


PP-112/GRC 24 VDC SUPPLY 

for RT-66-67-68 transceivers; 
Provides all votlages from 24 
VDC 6.5 amp input. 7.3x9x13, 
39 lbs sh. Used, $25,600 $18. 
Gov’t rials tcmiag Sh $35.00 


PP-109/GRC SUPPLY, as above 
but 12 VDC 12 amp input. Used, S34-50 $24. 
CX-1211 interconnect cable RT:PP units, $7. 
MANUAL for AN/VRC-8-9-10, partial repro, $12 


GRC SHOCKMOUNTS 


MT-297 SHOCKMOUNT 
for RT-66-7-8, PP- 
109-112 & R-108-9-10 


(GRC--3--8); 60 lbs. 
a Used, $25.00 
MT-327 RACK for one RT-66-67 or -68, one 


R-108-109 or -110, 
lbs sh. Used, 


one PP-109 ‘or =1123> 32 
$15.00; Unused, $25.00 


RT-176/PRC-10 TRANSCEI- 
VER, part of portable 
backpack set (acces-— 
sories listed below) 
covering 38-54.9 MHz FM 
continuously tunable 
with 0.9 watt transmit output. Controls for 
Volume, Tune, Squelch, Pointer Adjust, and 
Dial Lock; tubes 9/5678, 2/5672, 3/5676, 
1AD4, 5A6. Requires BA-279 battery which 
supplied +1.5/67/135 & -6 VDC. BATTERY CABLE 
IS FRAYED! 3x9.5x9, 10 lbs. Used AS-IS, $42. 
RT-175/PRC-9, 27.9-38 MHz, used AS-IS, $37. 
++ eee etter ete eer eee ee ete t+ 
MANUAL for PRC-8-9-10, partial repro, $10. 
MANUAL for PRC-9A-10A, partial repro, $10. 
CY-744/5007 BATTERY BOX f/above, $6 w/set. 
BA-279 BATTERY, unused-tested, $7.95; 12/$72 
H-33/PT HANDSET, used-checked, $22.50 - 
AT-272/PRC RIBBON ANTENNA & flex base, $8.00 
AT-271/PRC ANTENNA, 7-section 8.5', used $10 
AB-129/PRC RUBBBER BASE for AT-271, used, $3. 
CW-216 ACCESSORY BAG £/PRC-8-9-10, used, $6. 


VRO-12 MOUN 


MT-1029/VRC VEHICULAR 
MOUNT for RT-246 or 
RT-524/VRC-12 transcei- 
vers which are still the 
standard field radios of the U. S. 
Army. 5Sx12.5x16, 19 lbs. 
Used, $29.50 RECOND, $45. 
* + + > 
MT-1898/VRC MOUNT for com- 
™ panion R-442 auxillary re- 
ceiver; Sx6x12.3, 15 lbs. 
Used, $25. RECOND, $32. 


ACCESSORIES 


H-189 or H-250 HANDSET, used, $17.50 ea 
M-80 MIC w/U-229 plug, used. $10.00 
LS-166 SPEAKER with U-77 plug, used, $15.00 
LS-454 SPEAKER with U-229 plug, used, $16.00 
WALL MOUNT BRACKET for LS-166/454, $2.50 ea 
GRC/VRC MALE CONNECTORS, specify type and 
equipment used. Used-cut-offs, $3.00 each 
AUDIO PLUGS, used: U-77, $3.00; U-229, $4. 
CX-1211 CABLE, RT-66-67-68 to PP-112, $7.00 
CX-2031 BATTERY CABLE f/AM-598 or DY-88, $8. 
CX-12195A Y-CABLE, 6 ft with 5-pin MS-3116- 
14-5S plug to fit U-383/VR, 4-pin MS-3116J- 
8-4P to fit AM-4979 speaker, 3-pin SC-D- 
339543 to fit MX-7777; 3 lbs. UNUSED, $12. 
C-375/VRC CONTROL BOX, gov't-recond., $22.00 


+ Ce en Cea at 2: 


' €-2298/VRC INTERCOMMUNICATION 


CU-2194/URC DIPLEXER, 
passive two-port notch 
filter and combiner 
network which allows 
simultaneous use of 
two transmitters, 
receivers or transcei- r 

vers on a common antenna provided that ope 
ating frequencies are slightly offset. Usa- 
able over range of 30-76 MHz FM and intended 
for use with PRC-25-77 and VRC-12 transcei-~— 
vers; will work commercial 6-meter equipm nt 
Has NULL METER and separate TUNE controls ~ 
and Fine-Coarse-Monitor MODE SWITCH, and 
RT1-RT2 BNC connections. Unit may also 
used as man-portable relay terminal. Maxi 
mum RF power capability to each channel: 
watts continuous. Operational isolation: 
45 DB min @ 2 MHz separation. Insertion a 
loss: 2 DB max; VSWR 2.0:1 max. 4x1ix7T, 10 © 
lbs sh. UNUSED, $99-30 $39.50; MANUAL, 


AM-7235/VRC 20-75 MHz POWER AMP, 100 /400 W 
output; 28 VDC input. Solid-state, LCD 
display; no info. 11x20x22, 80#. BSERS age 


MICROPROCESSOR FREQUENCY SELECTOR PANEL fo " 
RT-1133/PRC-70 2-75.9999 MHz transceiver; 
mid-1980s tags. #5820-092-5904, used, $22 

tte better eee eee eeteeree ete + 

AM-4949/U AMPLIFIER, a micro- 

phone amp in vehicle intercom’ 

systems using VRC-12 series 
radios. Usable with M-80 mic, 

H-189/250 handsets, H-161 

headsets or similar. Has two 

connections for U-229 plug, 

Volume, ON-OFF, and power light. Requires 

VDC; 4.5x4.5x3, 5 Ibs sh. UNUSED, $19.95 


A recrere BATTERY TEST SET; 
DESIGNED To CHECK GRC aND 
PRC-TYPE BATTERY PACKS IN- 


cLUDING BA-270, -279, -376, 
-377, -386/PRC-25, -398/ ” 
PRC-25, -399, ano’-505. METER 


INDICATES BAD-GOOD (FS=I ma). 
WITH ADAPTERS U-240, -241, -242, -297, -314, 
-315, -346 AND CANVAS CASE. SHPG, WT? aq ‘LBS. 

Price: USED, EXCELLENT, $24.98 re 


VRC-'2 CONTROL BO 


CONTROL, used in VRC-12 vehi- 
cular installations with 
AM-1780 amplifier; monitor 
upto three radio sets A-B-C 
or all. Volume control and 
two U-229 audio connections. ’ 
5.8x4.5x3.3, 4 lbs. Used, $12. UNUSED, $22 


OTHER GRC-RADIO ITEMS, limited supply: ag? 
C-433 REMOTE CONTROL p/o GRA-6 for GRC-3--8 
remote & telephone patch; Used, $18.00 
C-434 LOCAL CONTROL p/o GRA-6, used, $22. . | 
C-435 CONTROL for duplex GRC-3--83 used, a a 
AN/GRC-10 RADIO SET, 54-71 MHz FM: R-125 Rx ha 
T-235 Tx, DY-94 AC-PS, C-632 control, MTT00 
‘mount, cables, manual; 250#. Used, $300.00 


PRT-4 TRANSMITTER 


AN/PRT-4 HELMET TRANSMITTER, oper- 
ates on two channels between 47 ; 
57 MHz. Output 450 MW (Ch 1). 50 
MW (Ch 2)3 also 150 Hz tone outp 
Requires 12 VDC originally suppli 
by BA-399 battery (not available) 
With CR-81 crystal (no freq choic 
24" collapsible antenna and batt 
box. Companion to PRR-9 receiver 
~bx23. 2 Tbs. Used, $32.°°-PRT-4 “As-ts0 

crystals, battery box. and antenna, $16 
MANUAL for PRT-4/PRR-9, partial repro, $ 


(REPRO=partial reproductio: 
$7.50 AM-598, $4.00 
AN/PRC-8-9-10 or PRC-9A-10A, REPRO, $10 e 


TECH MANUALS, 
RT-196/PRC-6, 


RT-66-67-68, $7.50 PP-109-112, $5.00 ~ 
R-108-109-110, $7.50 AN/GRA-6, $7.50 © 
RT-70/GRC, $7.50 AM-65, $5.00 
AN/GRC-3--8, $12. AN/VRC-16--18, ‘$7. 


AN/VRC-8-9-10 REPRO $12. 
AN/GRR-5, $7.50 AN 


HIGH 


BAND 


frequency. Crystal con- 
‘trol; tuned by adjust- 
‘ing 3 pane! controls to tun- , é 
i chart. Built-in CW key; uses 72 to 1200 
ohm single wire antenna. Has codeburst capa- 
"bility, if used with GRA-71 (not available). 
“Tubes 2E26, 6AC7. Requires 450 VDC 100 ma & 
6.3 V 1.2 A; 8.6x5.5x5.5, 12 Ibs. Used, $25. 
| RT-3 TRANSMITTER, similar to T-784 but with- 
out code burst capability. Used, $24.95 


R-1004/GRC-109 RECEIVER, 
covers 3 to 24 Mhz AM-CW 
in bands 3-6, 6-12, and 
12-24 MHz; 455 KHz IF. 
Bandwidth 9 KHz; 30 MW 
audio into 4000 ohms. 

f With tubes 4/1T4, 1U5, 
oo Zi & 1L6. Requires 1.5 VDC 
300 ma and 90-108 VDC 20 ma. 8.6x5.5x5.5, 
42 lbs sh. Used-reparable, $59.50 


ie 
we er 


PP-2685/GRC-109 or RP-2 POWER SUP- 
PLY provides voltages for R-1004/ 
RR-2 and T-784/RT3 from 75-260 VAC 
40-400 Hz input. Meter monitors AC 
input: connections for Rx and Tx. 
8.x5.5x5.5, 19 Ibs. Used, $24.95 


PP-2684/GRC-109 POWER SUPPLY, like PP-2685 
-' but also operates from 6 VDC 13 amp input; 
% 10x8.5x5.5, 28 lbs’ sh. Used. $25.00 


MANUAL for GRC-109, partial repro, $10.00 
CN-590/GRC-109 VOLTAGE REGULATOR, for use 
with G-43 generator and R-1004; 6 ft cord 
w/PL244 plug: 4#. Used, $14.95; Unused $20 


se eee KH KK KEK HR KE KR KER EK KEK K OK 
AN/GRC-109A RADIO SET, includes later model 
R-1004A, T-784A and PP-2685A; larger cases 
_ have hasp fastners; 50 lbs sh. Used, $120. 
_ GRC-109A SET plus PP-2684A; 82#. Used, $140. 


C-41 UHF RADIO * 


~ RT-695/PRC-41 UHF MANPACK 
_UHF TRANSCEIVER, 225 to 400 
_ MHz AM in 100 KHz steps us- 
ang mechanical digital coun- 
_ ter; output at least 3 watts 
over range. Also has guard 
channel, Volume, Squelch, 
and U-77 connection for H-33 
handset. Solid-state except 
_ for tubes 6442, 4/7077, and a 

' 4/7544. Requires 24 VDC 3 amps; 14x11.3x4.5, 
22 lbs sh. Used-reparable, $295-00 $195. 


MANUAL for PRC-41, partial repro, $20.00 
H-33/PT HANDSET. used-checked. $17.50 


AS-1405 DIRECTIONAL ANTENNA w/AB-777 support 
& adapter; 13#. Used, $75 w/set purchase. 


 PP-3700 115 V SUPPLY, clips to R-T; 22#. $75 
MT-2976 VEHICLE MOUNT; 10 Ibs sh. Used, $25. 
MT-2977 MOUNT for PP-3700. 4 lbs. Used, $9. 


PRC-41 AC SUPPLY 


PP-3700/PRC-41 AC POWER SUPPLY, 
provides 26 VDC for RT-695/ 
PRC-41 (page 3) from 115/230 
VAC 50-400 Hz input as alter- 
native to BB-451 25 AH battery 
(pg 26) in vehicular or fixed 
station usage. Clips onto and 
directly connects to RT; or CX-8686 cable 
may be used to connect PP to MT-2976 rack. 
CX-8687 connects PP-3700 to AC power 
source. 7.8x11x4.1, 20 Ibs sh. Used, $45. 
CX-8686 CABLE, PP to MT, 20 ft, 4 lbs. $10. 
CX-8687 CABLE, PP to AC, 50 ft, 8 Ibs. $12. 
j Se tee eeeceeeeeree nner en se 
_ MK-706/PRC-41 ACCESSORY KIT, has PP-3700, 
CX-8686-8687, MT-2976-2977, AS-1405, AB-777, 
mast adapter, guy stakes, maintance cable 

| kit, etc. in CY-3885 aluminum case (15.5x35 
» x26.5); 125 lbs (UPS in-2 pkgs.) Used, $195. 


$65 


[OO WATTS 


RT-671/PRC-47 
HF TRANSCEIVER, 
2ave> 1. 999, Haz 
USB (voice and 
CW+800 Hz) in 
1 KHz steps. Out- 
arti put 100 watts PEP 
(Hi) or 20 W (Lo). FSK possible with acces- 
sory converter (not available). Transistor- 
ized except for PL-177WA tube in power amp 
and 5907, 7761, and 7905. Has S-place 
mechanical digital tuning, P-A Load and Tune 
controls, and XMTR Output Meter. Designed 
for field or vehicular use; operates from 
either 24 VDC 20 amps or 115 V 400 Hz. 7x 
21.3x13.5, 45#. Used-reparable, $360 $150. 
MANUAL for PRC-47, partial repro, $25.00 
AS-1320 15'WHIP ANTENNA w/MT-2786 LEGS, 
AS-1321 LONG-WIRE ANTENNA. 3 lbs., 
J-45 KEY and legiron, used, $20.00 
H-33/PT HANDSET, $17.50; LS-166 SPEAKER, $15 
H-233 HEADSET with U-93 plug, used, $18.95 
CX-8396 "Y" CABLE for H-233 to RT, $8.00 
CX-8393 50 ft AC CABLE, $12.00 
CX-8394 10' DC Cable, $10. CX-8395 CABLE $8. 
RUCKSACK SET with frame and straps, $20.00 
CY-3700 ALUMINUM TRANSIT CASE, 65 Ibs, $35. 
Be SES KOS SENET NS S & Se 8 8 ee 
PRC-47 ACCESSORY PACKAGE! 
and manual; 100#. Used, 


$20. 
$12.00 


Above accessories 
$150 w/set purchase 


RT-976A/PRC-75 UHF TRANS- 
CEIVER, rugged handheld 
fround-to-air tactical 
& synthesized radio 
covers 225 to 399.95 
MHz AM-MCW in 50 KHz 
steps (3500 chan- 
eres nels). Power output 
>1 watt. Has three thumb operated dials to 
set frequency; design freq-accuracy i part 
per 100000. Also has 1000 Hz audio beacon-DF 
tone. RF input 50 ohms; audio output 600 
ohms. Requires 18-30 VDC from battery pack 
(not supplied); no accessories; 1.6x4.3x8, 
6#. Used-reparable w/book. $345700 $250. 
<<. Sees Sele Ss £) eee) ee € ee & 258 
AS-2447/PRC-75 RIBBON ANTENNA, fastens to 
RT-976/PRC-75 225-400 MHz handheld trans- 
ceiver; 14.6"L, snap fastens. NEW, $10.00 
UG-1884/PRC-75 ANTENNA ADAPTER, fits in 
place of AS-2447 and allows for BNC coax 
antenna connection. NEW, $9.95 
CX-12162 DC/AUDIO DUAL CABLE connects to 
PRC-75: one branch has 4-pin battery con- 
nector, the other mates to UG-229. NEW $15. 


RT-505B/PRC-25 BACKPACK 
TRANSCEIVER, 30-75.95 
MHz FM in bands 30- 
52.95 MHz (Lo) and 
53-75.95 MHz (Hi) 

with 50 KHz spacing. gee 
Output: 1.1 to 2.0 watts; 150 Hz 
squelch. Transistorized except 2DF4 tube in 
power amp. Requires 3 VDC 0.4 amp and 15 VDC 
1.4 amp supplied by BA-4386 battery. RT-505B 
has modified A25 audio module for broadband 
use with C-7673/PCC-1 and CU-2194 diplexer; 
4x11x14, 18#. Used-complete, $275,060 $225. 


MANUAL f£/ RT-505/PRC-25, partial repro, $20. 
AT-892/PRC-25 RIBBON ANTENNA, used, WRITE! 
AT-271/PRC 7.5' SECTIONAL ANTENNA, used, $10 
AB-591/PRC RUBBER BASE for AT-271, $5.00 
CW-503/PRC ACCESSORY BAG for PRC-25, used $6 
H-250 HANDSET for PRC-25, UNUSED, $22.50 
OPERATOR'S MANUAL f/PRC-25 & AM-2060, $10.00 
+ +++ t+ + t+ tee eetee tee te ett 
INCOMPLETE PARTS CHASSIS for RT-505 without 
front panel and some modules. WITH MODULES: 
Al thru A10, A13-15-19-20-24-25, 2DF4 tube, 
447138 tuner, relays, filters & other parts. 
7 lbs sh. #CH-RT505, used "AS-IS". $59.50 


AM-2060 AUDIO AMPLIFIER for PRC-25/77; RT 
sets on & plugs into AM-2060. Has speaker 
for RT, remote antenna tune for AS-1729 an- 
tenna and allows 24 VDC vehicle power for 
RT. Requires CX-4655 interconnect cable. 
15x12x7, 28 lbs. Used, LESS CX-4655, $99.50 

MT-1029 VEHICLE MOUNT £/0A-3633, used $29.50 


RT-77/GRC-9 BACKPACK TRANS- 


LOW 
BAND 


CEIVER, covers 2-3. 6, 3.6-6.6,% 


and 6.6-12 MHz; 


puts 7/1 watt AM, 


points. 


channels; 


power 
3/1R5, 


VDC 2 amps, 


VDC SOO ma, 
lbs sh. 


amp. 


1Ss,; 
Requires 580 VDC 100 ma, 
120 VDC 45 ma, 
and 6.9 VDC 575 ma. 
GOV 'T-RECONDITIONED, 


5 Ss ins SIL cy i nk SE, SS Sa eS SR SO SS Se Sn Ca 


3/3A4, 


Hi- 
15/5 W CW. J 
Receiver section has 456 KHz 
IF and 200 KHz calibration 
Transmitter is con- 
tinuousy tunable or two preset 
uses 2E22 tube in 
With tubes 2/1L4, 


Lo ‘out- 


ae: 


a 


and 304. 


$105.00 


ACCESSORIES for GRC-9 system: 
MANUAL for GRC-9, 


CD-1086 POWER CABLE, 


105 or to GN-58: 


SPARE TUBES for RT-77 
$9.00 each. All others, 
HS-30 HEADSET w/CD-604 cord, 


2E22 


: 


ToT TeMIC, 


J-45 KEY with legiron and cord, used, $20. 

MT-350 VEHICULAR MOUNT £/RT77, 6#, $15 $7.50 

FM-85 VEHICLE MOUNT BRACKET, 14 lbs, $10.00 
¢ LoOnt 


LONG-WIRES 


AT-101/GRC-9, 


WL RE FANT ENNIS: 
"AS-IS", may have wire break 
4.3-12 MHz, 5#. AS-IS, $ 
AT-102/GRC-9, 2-4.3 MHz, 6 #. AS-IS, $9.50 
MS-116-117-118 MAST SECTIONS, used, $3. 


IN-127 INSULATOR BASE, 

NS-117-118; 
FT-515 BRACKET attaches IN-127 to RT-77, 
MP-65 VEHICULAR MAST BASE for MS-116-117-118 
ceramic insulator. 
CP-12-13 COUNTERPOISE, 
GY-12 GUY ROPE 20’, 
M-378 HALYARD, 


GR S 


generator legs; 
BG-175 BAG for GN-58, 
CW-140 COVER for RT-77/GRC-9, 


ma, 


6. 


< if 


metal 


or 


14.5" 


805%, 
CrRN MAS 
BG-172 BAG for long-wire antennas, 


and other accessories} 
BG-174 BAG, 


original, $8.50 
connects RT to DY-88/ 
44" long. USED, $12.00 
"used-checked": 
$2.00 ea. 
USED, $7.50 
plastic, USED. $15.00 ea 


holds 3/MS-116 & 
black plastic, 2#. $ 


17.5" Lg, 4 lbs sh. 
4 lbs, $12.00 
$2.50; GY-42 2x20’ 


$6. M=379,-:10%,) -@2 
ER FS LS 
cabl 


13x13x10, used, 


for mast sections and GN-58 


Output: S580 V 100 ma, 105 V 
- 45° ma, 6.3.-V 2 A, 1.4 V¥ S00 
579 -ma. 13x11: 3x9..5,. 40 lbs eh. 


Used, $1360 $49.50 


PRC-4! UHF POWER AMP 


AM-6669/PRC RF POWER AMP- 
LIFIER, designed for use 
with PRC-41 transceiver, 
but usable with other 
225-400 MHz xmitters such 


as PRC-66, 


Power output: 
input; 
Solid-state; 


2-3°W 


5.3x6x9.8, 


ARC-45, 
Opa 


10#. 


PRC-25 AC SUPPLY 


42x10x4.5, 


SUPPLY, 
from 6, 


10 watts from 
connections. 
24 VDC required. 
Gov't-reconditioned, 


$6.00 
used, 
used, $10 


used, 
10x8x10.5, 


16x13x8, 


$4.50 


35 


+ 
Ss: 
9.00 


SO ea 

1 ea 
10.00 
$3. 


$12. 


- 50 


es, 


$9. 


ss. 
- 00 


DY-88 POWER SUPPLY 


DY-88/GRC-9 DYNAMOTOR POWER 
powers RT-77/GRC-9 

12 or 24 YDC input @ 
29/14/6.7 amps max. 
to power other transceivers. 


CX-2031 POWER CABLE, 
DY-105 DYNAMOTOR SUPPLY, 
cept 24 VDC input only; 


same as DY-88& 
used, $45.00 


etc. 


¢ 


C-7673/PCC-1 RECTIFIER 


CONTROL UNIT. 
ed for use with two 
RT-505/PRC-25 trans- 


ceivers and TH-81 
terminal as controller 


for telegraph-telephone repeater system. Al- 
so functions as 115 VAC 60 Hz or 24 VDC sup- 
ply for two RT-505's. Control one or both 
RT-Unit, power DRY BAT-BB451-OFF-VEH-115 
handset connection, 
fuses for AC & two 5 A for DC, 


VAC, 


10#. 


Used, 


$75.00; 


intend- — 


cables, two 3 


"AS-IS not working", 


Usable 


$109.50 


2.1x9.7x6.6, 


$8. 
ex- 


amp 


$35. 
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VERY HIGH VOLTAGE 


DC POWER SUPPLY wtTH 
107-125 VAC 60 Hz PRI- 
MARY. TWO OUTPUTS: <5.4 
To 5.75 Kv. @ 140 to 300 
u-A. ONE ouTPuT: -5.| 
To 5.3 Kv. @ 100 To 270 u-A. Size: | 2bx2bx42 
Wr: 10 Les. GEF9T63Y2029G6,  Useo, $10.95 


HV DC to DC CONVERTER p/o CRT 
HV module; input 5-15 VDC 100 
ma; output 4.5 to 13.5 KV. Also 
135-402 V & 70-90 VDC. Potted; 
PTK mfg. Use in experiments or 
in “bug zapper." 3.2x4.2x1.4 

3 Ibs. #ULC-14-07C, NEW, $12.95 


; POWER ONE MODULAR SUPPLY 

= provides +/-12 VDC 3.4 
amps or +/-15 VDC 3 amp 
output from 110/120/220/ 
230-240 VAC 47-63 Hz in- 
put. 4.8x9.4x3.2, 10 Ibs 

© #HCC15-3, UNUSED, $19.95 


POWER MATE PXC-C-36 MODULAR SUPPLY, output 
36 VDC 2.3 A$ 3.1x5x9.5, 9. lbs sh. $16.95 


28 VOC SUPPLIES 


Heavy- anes transformer 
type modular DC supplies 
trim pot adjustable out- 
puts; 115/230 VAC input: 
DELTRON Q28-3.1, 28 VDC 
out @ approx 3 amps. 

at 8 amps but runs very hot 

7x4.8x2.8, 10#. NEW, $24. 


Current limit set 
to maintain 28 VDC. 


POWER ONE #CP366A DUAL DC SUPPLY, outputs 
+24 VDC 3 amps with current limit adjust and 
+12 VDC 2 A. Also unregulated -5 V 0.75 A, 
-6.6 V 0.5 A. 5x6.8x4.8, 11 lbs. NEW, $28.95 


24 v0 6 ae POWER SUPPLY 
: originally used in Xerox 
eaeey Cou pment but usable to 


Spower R-392 receiver and 
other equipment. Requires 
105-125 VAC 60 Hz input. 
4x9$x8, 20 lbs. fas-59134, 
USED-CHECKED, $28.95 


he 
ty 


MICROCOMPUTER POWER SUPPLY, uses 
TWO S-TERMINAL REGULATORS AND A 

723 witTH TIPS055 TRANSISTOR. 

Input; 115 VAC 60 Hz; Output: 

VDC 180 ma; -5 VDC 800 ma, -15 

VDC 1.25 amps. WITH SCHEMATIC. SIZE: . 
34x5ex4; Supa. wt: 10 ves. #ECRPS- 744, $a $5. 


EXELQN DC REGULATED SUPPLY, 5 
YDC 3 amp and 12 VDC 0.1 amp 
output from 115/230 VAC 47-63 
Hz input. "L"-mount; 5x5. 3x2. 8, 
4 lbs. #PS-1545, unused, $9.95 


LAMBDA MODEL 29 

POWER SUPPLY, rack- &¥ 

mount tube-type unit am 

provides adjustable 

output 100-200 vDC y * A : 

100 MA and 6.3 VAC 3 amps from 105-125 VAC 
50-400 Hz input. Has tubes 0A3, 5V4, 6SJT, 
2/6L6GC & 6X5; 5.3x19x8, 25#. UNUSED, $45. 


A DRESSEN-BARNES DC SUPPLY, 
output -52 VDC 3 amps w/ 
voltage adjust. Input 120/ 
240 VAC 47-63 Hz indicated 
on 0-300 VAC meter. 5x19x10, 33#. Used, $45. 


[2 VOC FOUNDATION 


COMPUTER POWER SUPPLY provided 
12 VDC 3.5 amp & 4-S VDC 17.5 

amps output with current limit 
and OVP from 115 V 60 Hz input. 
Units less regulator cards but 
otherwise complete. Good basis 
for your custom supply. 6x8.5 

x14, 34 lbs sh. #9566-LC, used, 


ek ei Oy ae ee I Ce 


PP-3929A DC SUPPLY 


PP-3929A/FLR-9 DC 
wee POWER SUPPLY with 
» outputs -12 VDC 
8 amps and +12 VDC 
2 amps. Has 3.5" 
cae ; dia meters 0-15 VDC 
and 0-12 AMP DC, switch for Output Select 
+10/-10 VDC and Voltage Adjust trimmer. Ter- 
minal strip on rear; mating connectors not 
available. Solid-state; requires 115 VAC 48- 
63 Hz. 4.8x19x18, 46#. Used-reparable, $35. 


POWER SUPPLY REGULATOR BOARD 

for supplies +5/-5 regula- 

ted 3 amp; upto 24 VDC un- 
regulated. Capacitors two ye 
15000 mf 15 V, 33000 mf 30 ee 
V, 2/KBPC rectifiers, two 
2N6576, 2/2N4441 SCR. Re- 
gulators fixed sealed 

circuit boards are re- 


Placeable. 7.8x6x4; 3#. #MEND- REG- SV, $6.50 


CIRCUIT SUPPLY MODULE 


POWER SUPPLY MODULE with 
3-conductor cord, fuse, 
100/115 V input switch, 
: and 50% Voltage switch. 
, Outputs: 18 V 350 ma and 20 
VCT 600 ma. 50% switch results 9 
V 350 ma and 15 VCT 600 ma. 6x4 
4 lbs. #PSM-4404-87AD, used, $3. $3.75 


|= MODULAR SUPPLIES 
or 
J ac DC #ECVSNé-1 5 VDC 6 AMP 
MODULAR SUPPLY, +0.05 line and 
load regulation from 100/117/ 
- 220/23/240 VAC 47-440 Hz input; 
4.9x5.6x2.5, 5S lbs. NEW $17.95 


DC POWER SUPPLY designed for 
small tool rated 12 VDC @ 

i.S amp under inductive\load Hm 
like a motor. Output over 
20 VDC under lesser loads; 
can be varied somewhat depending on load. 


Includes 6 ft AC cord; requires 115 VAC 60 Hz 


input; 2.5x2.5x5, 3#. #DR-12VPS, NEW, $10.95 
», PRINTER POWER SUPPLY 

Has AC 
outputs 2/24, 6, 18, 42- 


m 14-0-14-42 V from 115 VAC 


60 Hz input. DC rectifica- 


ees * tion required for proper 
vol ages. Also has ‘line filter for external 


fan, relay for cover interlock, and two fuses. 


11x6x4, 18 lbs sh wt. #803-101, 914-35 $9 


DC POWER SUPPLY provides 
10. VDC 15 amp and 4.5 VDC 
7.5 A outputs from 100 to 
127 VAC 60 Hz input. Wire 
output in series for 14.5 
VDC at 3.5 A. 7x12X4.5, 
17 Lbs. 8PX—-2939,4$14.95 


COLECO DISK DRIVE POWER 

SUPPLY for ADAM avec onl. 

transformer type with 

outputs +5 V = amp, 

12° V0. 269 Age =. Yi 200 

ma, and +18 V induc 

tive 1 A. 115 V 60 Hz = a 
input. With cords and On-0F switch. 
10 lbs sh. #COL72559, unused, $12.95 


SJENNINGS SPDT RELAY 


JENNINGS SPDT VACUUM COAXIAL 
RELAY, rated 1 KW @ 300 MHz, 
3 KV test. Actuator 6 VDC. Has 
4-pin Cannon power & three SC 
coax connectiona. 3.5x3.2x4, 2 
lbs. #RC47R6153M430, NEW, $75. 


11x48, 


UNUSUAL TUBES for collectors and exper: 
ers. Filaments checked but not guarantes 
+ teeter eeeeeereererereerette 
JAN 705A RECTIFIER, 4-pin base; | 
5"Hx2.3" dia. Used, $4. 
703A “FLYING SAUCER" UHF : 
OSC, 2.3"Hx2" dia, $4.00 
GL-6044 oversize 6-pin w/ 
4: tabs; 5.3"Hx2.3" disseon 
C6M THYRATRON, (wish it ; 
was popular C6J!), oneal = 
x2” dia. Used, $4. 6044 ce 
ob Ft PSE RF Sy : t+ eet ++ 
: mmm VARIAN EM-1060B TRA- 
eo Se VELING WAVE TUBE, 3.7 
to 9.1 GHz; Reais es 6.3 V 350 ma, 2545, -80 
VDC. Output 27 DBM min; small signal gain 25 
DB min. 2/N conn; 2x16x1.5, 5#. Unused, $75 


REFLEX KLYSTRON 


SPERRY 2K41 REFLEX OSCILLATOR 

KLYSTRON, range 2660-3310 MHz, 

20 mw to 2.7 W. Heater 6.3 V i 

amp. Beam voltage 300 - 1250 V 

15-60 ma. Reflector 0 to -750 V. mn 
Has integral tuner & resonant cavity; o i 
base. 4.5x5.5x2.3, 3#. Unused w/data, $4 


‘PULL-OUT*. SALE ESTE 
of equipment -— 


NOT TESTED/NOT GUARANTEED! But prices m 
CHEAP when purchased in quantities indica-_ 
ted. (Prices for one tube type per quanti- 
ty!)s 10 for $8.00; 100 for $50.00 j 
OD3 1A3 185 1U4 2X2 3A5 3Q4 3Q5 384 a 
' 6AG5 6AK5 6ALS5 6AS6 6AUG G6GAV6 6AU4 6BAG ‘6BNG 
6J5GT 6J6 6K6GT 6K7G 6SH7 6SJT7 _ 6W4GT 
6W6GT 6X5 6Y6G/GT 12A6 12AT7T 12AU7 5963 5965 


OTHER "PULL-OUTS": 


10 for $10. 100 for $75:_ 
5T4 SRAWG 


5670 5687 5751 5814 


4-400A SOCKE™ 


ORON TUBE SOCKET for 3-500Z 
and 4-400A power amp tubes. 
Also fits 4-125A, 4-250A, and 
other similar 5- -pin power tubes. Stainless 
steel 3.6" dia (92 mm) ring with ceramic in- 
sulated silver-plated contacts. Currently 
used in quality Henry Radio products. 
ORON #410-S, NEW, $27.50 ea; 2 for $50. 


VACUUM CAPAC 


VACUUM VARIABLE CAPACITORS, re- 
moved from equipment and tested. 
Standard shafts. Jennings or =. 
#CVA-7-5, ceramic 3.5-7 pf 35 KV 
4.3"Lx3" dia, 5 lbs. NEW, $55.8 
_ « #USLS-465-5, 7-465 pf 
5 KV; a removable — 
gear.:5.5"x2 a eae 
#UCSXF- Fons 10, 50- 
2000 pf 10 KV peak; — 
10"Lx5.1" dia, 7 Ibs 
sh. NEW, $350.00 
#VMMC-5000-10, 100- 
5000 pf 10 KV pk; 21.3"Lx9.3" dia. NEW, $695 
Others available. WRITE / CALL your needs! — 


FIXED VACUUM CAPACITORS, various mfg; used: — 
CY-3-25, 3 pf 25 KV ceramic 3.3"Lx0. aa, 1 
JCS-2A-10, 25 pf 10 KV, 

vc-12-20, 12 pf 20 KV, 6. 5"Lx2. 8" ates 
vc-50-20, 50 pf 20 KV, uf ‘ 

vc-50-32, 50 pf 32 KV, q 


VACUUM CONTACTORS 


JENNINGS SPST VACUUM RELAY-CON- 
TACTOR for 3-1/8" (78 mm) dia 
hardline coaxial hook-up; rated 25 
KW @ 30 MHz; 20 KV peak test; actu- 
ator 19-29 VDCI. 4x8x3.8, 7 lbs sh. 
#RC10A5225A24, unused, $125.00 


26.5 VDC and switch rat 
300 amps @ 2.5 KV peak. 


KV 60 Hz. In sealed metal enclosure w/mo 
flange; connector not available. 15x5.3x 
22 1b sh. #RF20BLDE8121-1, unused, $225. 


wy. 


Many other tubes in stook. No complete list available. 
WRITE us your needs. WE WILL SHIP *USED-C TUBES 
IF "UNUSED" SOLD OUT, UNLESS YOU SPEC ®UNUSED ONLY® 


USED, $2.00; UNUSED, $4.00 
GLASS G/GT types only 
6A6 6B8 6C4 6C5 


6C6 6F5 6F7 6F8 6G6 6H6 
6K4 6K6 6K7 6K8 64 655 
6J6 617 6L4 64s 6L7 
6N4 6N7 6R7 6T8 617 614 
6U6 6S8 6U8 6V6 6V8 6V7 
6V3 6W4 GWE 6Y6 627 6x5 
6X4 6X8 674 


Checked $2.00 3328 
Unused, $4.00 5642 Un 8. 
5651 5727 5763) Un 7.50 
5654 5749 5998 U 7.50 
5672SL 5814 6080 U 4.50 
5678SL 5963 6082 U 

5670 6005 6336 U 1. 
5687 . 6189 6360 U ‘ 
5725 6350 6442 Un 25. 
5726 6414 6528A Un 40. 
USED $3 ea: 6922 U 3 
6201 6072 6939 U_ 5.50 


S$, pull-outs or unused: 
1 $15.00 S5AP1 $10.00 
1 15.00 SABP1 $20 $20 
ADP1 $25 $15 5BP1 7.50 
Pi 6.00 SBP1A $20 $12 
33P7 15.00 SBHP2 $45 $25 
° 15.00 5BDP7 $27 $11 
4.00 5FP7 12.00 
#3JP1 12.00 5FP14 15.00 
‘135P12 $47 $8 5GP1 15.00 
RPi new $35 5JP1 12.00 


OLD TUBES as available 
USED, $2.50; UNUSED, $4.50 
19.33, 35 $36 “38 39/44 
ALS £3): 588557 258i ee 


USED-CHECKED, $3.50 each: 
24/24A 27 37 76 80 


USED, $2.00; UNUSED, $4.00 
3A4 345 SBA SQt 384 


** * & * eK KE EE KE 
ANTIQUE GLOBE TUBES, 


rs - . h: 

fines Sor $25 Sart 15 Sn Goes, FIsGOy anioee 45 HED, 42-001 UWUSED, Tacor | “edna $1.00 
one Geran nape mee 4: ------------------ 2E24 checked $3. Unused $5.]| 7A4 7A5 7A6 7A7 7A8 7B5 | uX-201A/301A, used, $12.50 
D2 $40 25 10KP7 12.00 [2E26 s $3. Unused $6. 7B6 787 788 704 7C5 7C7 at po + RN pte aed 


7E7 WKY TITEL Ike NUVISTORS, used-checked: 
7V7 Ww7 7Q7 787_7Y4. |ecw4 $6. 7587 $16. 7077 $25 
724 7AD7 7M)7 TAH7 TAG? | - - - ------- - 


14A5 14A7 1488 1405 14¢7 "EYE" TUBES, used-checked, 


3 i d, $11 ea 
14E6 1476. 14F7 |4N7 1427 $7.00 ea; if unused, 
14W7 28D7 6AF6 6AL7 6ES 6U5 1629 


EM34/6CD7 "eye" tube, $10. 
HAMAMATSU R444-T2 photo- 
multiplier, unused, $40.09 

METALWL TUBES, 
USED, $2.50; UNUSED $4.50 
6B8 6C5 6H6 6J5 6J7-Un 
6N7 6R7 6SA7 6SD7 6SF5 
6SH7 6SJ7 6SK7 6SR7 6SS7 
POWER AMP TUBES, used-chkd 
unless otherwise noted; 
(stt)=subject-to-your-test. 
3CX100A5/7289, 6 V fil. $12 
4-400A (US-made), stt, $85 
4CX250FG/8621 26 V fil, $40 
4CX250R/8570 6 V fil., $45 
4D32 Raytheon, unused, $65 
4X150A, 6 V fil., $24 
4X150D, 26 Vefail., $25 
4X150G coaxial, unused, $30 
4CX1000A/8168 EIMAC, 

used, lab-tested, $235 
6BM6 klystron, unused, $75 
PL-177WA stt $22 


CRT TUBE SHIELDS & SOCKETS: 


RT for USM-281A, used, $45 
T for TEK 7603, used, $85 


USED $2.00; UNUSED $4.25 
SA6 SR4 5ST4 5T8 SuU8 SV3 
SV4 Sw4 SY3 524 


6DJ8 U 3. C32. Jbne. 12), 
6L6WGB U 4. 836 U 6. 
6L6 metal U 7. 837 U 4. 
GV6G. Uo 3.25 (9360¢-Un” 10. 
12AX7 U 2.75 954/955/956 
12BH7 U Ss 957/958/ 

12BY7 U o 1626/1630/ 
26Z5 ie 1632/1642 

OOTH U 27. Used, $2.50 


je kee Ke eK eK KR kK RK 

‘| SDEP31 FLAT-FACED CRT, used 

fin Heath scopes; replaces 

‘| 5UP1 with simple socket 
Bees SDEPOL, 92.50 6AH6 G6AH7 G6AK5 GAL5 6ANS5S 


‘|CRT’s for TEKTRONIX SCOPES 6AQ5 6AQ7 GAS5 6AS6 6ATE 
Jused-checked, no burns: 95675 Un 24. ------- 6AU4 G6AUS GAU6 GAUT 6GAVS 
| @TS51P2/5BGP2 £/531-535, $4515768 U 25. 1616 or 1625 5AV6 G6AX4 GAXS 6AW8 GAYS 
‘| T54P2/SBHP2 £/541-545, $4515876 Un 24. Used, $3.50 6BA6 6BA11 6BC5 6BC8 6BH6 
] 154-0183 £/545A, NEW, $65 ]5933/807 U 5. Unused $5.5@°BJ3 6BK4 6BK5 6BK7 6BN4 
fea54-0221 £/555, NEW, $7516159 U 4:  ----- 6BN6 6BQ6 6BU8 6BZ6 6BZ7 
| T5810 for 581, 585, $65 IgL6GC, NEW, Sovitek, $4.00 6CB5 6CB6 6CF6 6CG3 6CG8 
| Others available. WRITE! |g¢a7/EL34, NEW, Sovitek, $8 6CM7 6CS6 6CS7 6CU5S 6CU8 


'|9 MINIMUM ORDER $10.00 3 . 


6DG6 6DK6 G6DK7 6DN6 6DN7 
6EA4 6EAT G6EH4 6EJ7 6EM7 
| PLUS SHIPPING CHARGES. Minimum charge on approved hl ty ake ve na 
Open-accounts is $20.00 plus shipping charges. COD 
_ §| orders permitted at our discretion, if customer pro- 
| vides 50% total-order cash deposit. UPS COD fee $4.50, 


6HB7 G6JH6 6JT8 65U8 6KA8 
6KZ8 6LM8 6LU8 6SAT7 6SD7 
6SF5 6SH7 6SJ7T 6SK7 6SL7 
10 DAY RETURN POLICY: Customer may return items for 6SQ7 GSRT G6ST7T 6SUT 6ZY5 
_ | refund of purchase price of the item within 10 days off++++++ + 4+ +4 + + 4+ 
| receipt of order. Authorization for return required! 
_ | DAMAGED MERCHANDISE: Claims must be made within 10 
days ef receipt. Fair Radio reserves the right to re- 


USED, $2.00; UNUSED, $4.00 
Most GLASS GT-types 
6AB4 6ABT7 6AC7 6AF3 GAF4 
6AFS 6AF9 6AFii 6AG5 G6GAH4 


USED, $2.00; UNUSED, $4.00 


{245 12A6 12A8 12C8 12p4 
1204 12H6 12U5 12U7 12K7 
12K8 126 1207 |2W6 12x3 
12Z3 |2AC6_12AF6 |2AH7 
1L2AL7 |2AU7 12AxX4 
|2AZ7 |2BA6 |2BA7 |2BE6 
t2BF6 12CA5 
125F5 |2SG7 12SH7 
t2SJ7 142SK7 12SL7 |2SN7 
|2SR7 12AT7 12AUG6 12aV7 


a 


USED, $2.00; UNUSED, $4.00 


8807 8B10 9KZ8 |0EG7 10DE7 
| 8 1704 | 7BFIL 17AX4 

1 7GW6 170Q6 19AN4 19T8 
2tUV6 21GY5 22JM6 27GBS 
25L6 25W4 25DN6 25BQ6 2525 
25Z6 32L7 3585 3505 35.6 
35A5 3523 3524 45z5 35yY4 
50A5 socs 50C6 50L6 50xX6 
50HK6 70L7 11724 11726 


USED, $2.50; UNUSED, $4.50: 
6AK6 6AN8 G6AR6 G6AS7 6BE6 
6BF5 6BL7 6BQ7 6BX7 6CG7 


pair, replace, or refund at its discretion such mer- 6CL6 6CY5 GEA8 6SC7 6SN7 CRT # SHIELD SOCKET 
‘chandise. Unauthorized returns & claims beyond the 10 J+ + + + + + + + + + + + + +/USED-CHECKED, $3 ea: 26A6, 3SBP1i $2.50 
day period are subject to 15% or $5.00 (whichever is 6AZ8 UN $8.50 6BN8 UN $7.]26a7 26D6 26E6. 26C6 NEW $5) SRPL 4.00 2.50 
greater) restocking charge. Returns and claims will IF YOU DON'T SEE WHAT You }-USED-CHKD $2.50; UNUSED $4] SBP1 2.50 
n0t be accepted after 30 days of receipt of order! NEED LISTED, PLEASE WRITE. | 9001 9002 9003 9004 9006 SCP1i 5.00 3.00 


1016 E. EUREKA 
P.O. BOX 1105 
LIMA, OHIO 45802-1105 
Tel: Area Code 419-227-6573 


SSE SEF ROS SEE NT ED TS SPT TS LE MT 


Street Address 


CATALOG 
STOCK NO. 


: Do 
: Total Price 
t 


| TERMS: Our terms are cash. All trade 


v and cash discounts have already been 
_} deducted in our catalog quotations. We 
reserve the right to hold an order ac- 


| companied by personal or company 


Include sufficient 
money for postage. 
We refund unused 
amounts. 

Please send cash by 


STATE TAX 
(Ohio) 


i ck until after check clears the WE SHIP registered mail only. Sagem 
PARCEL Deere REDIT CARD NAME and Pea ee 
“ss [] Bus O 'm| MasterCard = 
charges. Items over 150 Ibs. Cy] Freicut NUMBERS ON CREDIT CARD rerenreviose 
- shipped via truck-freight | rder 
collect. Consult your local [] air =v, 
. motor freight office. (-] BEST way 
IMPORTANT. Any correspondence not |~ 


connected directly with this order 
_____ should be placed on a separate sheet. 


_. This will speed handling of both order hie, Memo} | CAT. WS-94 
24 HOUR FAX LINE 1-419-227-1313 


CIRCUIT BOARD, | 
3/500 ohm ana’ 
one 5K ohm 
10-15 VDC reed 
relays w/large 
1/8x1/16" con-= 


ROTARY RELAY 28 
VDC, operates 
at 15 V; holds 


www wwe me ewe eee eee ee eer 


ALLIED CONTROL T255x- °% 
18, cot 115 VAC 2580 


DUAL COIL each] 
| SPST; one 24 
»> VDC, other 48 


1-3/8x2, 2 1b. 
#5533/K22, removed 


DELTROL 105ML MAGNETIC LAT= 
one SPST norm 


CHING RELAY, 
open; other SPST norm clsd. 
Actuates 15 VDC min. 


GOLD-PLATED 
OPDT contacts nee 
5 A 9 VDC. #x- 
UNUSED, $3. 00 


etl Dome abet de dpe eat ft es ere eee 


tact area. Also one 
DPDT sealed relay 5 /exh 
#792-312, unused,* 2. 


vpCc. PCB ne 


{xtx1ld; #116-2601, 


ROTARY RELAY, 


base. 2x3gx2, removed $3.95 


SPDT & SPST octal 28 VDC 1 


gle wafer, no 


P&B KR-4175-1 DP- AE eal Sch 


DT PLATE RELAY; 


A eels otk 


0.9 ma Penerre 


sealed metal can, P&B #AKC7DY DPST 


“APDT 48 VDC 3700 ohm coil; 


VDC coil & requires octal 


re VDC coil; conte 
120/240 VAC 10/5 | 
Metal cover s/s 
Gf & tere Xx 


1-5/8x2. MHE4069 used $1. 


2PDT 26 VDC 675 ohm coil, 2 
solder hooks. 


4PDT RELAYS w/ 10 
amp contacts; 


amp; sealed, 


12 VDC CONTACTOR #DOX-137T, 


3/8xix#, #30-016 used $2.00 


ew ewe ee me mee eee ee eee ee 


‘SO amp contacts; 
27 ohm coil. 


MAGNACRAFT SPDT, 


DPDT 26 VDC 450 ohms, 
res; sealed w/solder hooks. 
0. 9x0. 9x. O9. 


ULTRA-SENSITIVE 
P&B 6 VDC DPDT RE- 
coil 500 ohm 
< 40 mw non. 


5000 ohm Metra 


amp contacts, 
Open frame; 
#88X-150A, 


22 ele ee as 


We Gitaseee sp 


#K23/ARCS8& $2. 


#RE/MT-GRC, STRUTHERS-DUNN 


OMRON SPDT RELAY w/24 VDC 
mea! ohm coil; 2 A contacts. 


i, sve 
i’ SH 
iy } 


GUARDIAN DPDT 115 Vac 4 
10 A; solder terminals, 
lastic case. 1s 
'A410-361342, NEW, $2. 


SWITCH-GENERATOR 
CONTROL RELAY, 
differential 

type rated 24 
VDC 300 amps; 


rated 2 amp @ 28 woes se V- 
solder or socket mount. 
#R10-E1-Y2-SS500, 


in solder/plug-in lugs. 
Tite #OM-MY3 unused $2. 


10-BLADE RELAY 
SOCKET f/track 
mount of above 
Pressure screw 
potesers: 


RELAY, 50 ohm 28 


GE#2GTR72E4 
ma coil; DPDT con- f 


DPDT MICALEX RE- 
LAY, open frame; 
115 VAC coil, 10 
amp 115 VAC con- ™ 


hooks; 1lx1x24. 


i =D Be 5 
#R400-28 30) $2.95 Waideul foe #RS, 


UR aa NE ae sal cdc gs tae 
P&B 4PDT RELAY SOCKET with 


» 12 VDC 2PDT OPEN 
FRAME RELAY, 


a #RY3/610M used 
coil with 24 VDC/ Dede 5S 


take upto 


90 V»60 Hz SPDT 


seventeen contacts with 
electric reset. 


screw terminals. 
300 V max. 


120 VAC 5 amp con- 


octal KA4187 32. L2et I Oxts 


115 VAC 60 Hz COIL 


DPDT 115 V 60 Hz 
5 A contacts; oc- 
tal. KR5737_ $2.50 


Oo ee 


4PDT 120 VAC, 3 amp ¢ 
Dc 3 


CONTACTS; 


2 lbs sh. #SS-109216, $3 


25 amp @ 28 VDC/ 
115 VAC contacts; 
Pere) terminals. 


SIGMA #50F212DC, NEW, 
+e ete eee ett t+ tt 
STRUTHERS -DUNN 
OPEN FRAME RELAY, 
contacts 10 A 120 VAC. 
#A314XCX, $4. 


SENSITIVE RELAY 


B SPDT 6 to 12 VDC SIEMANS CONTACTORS, | 


80 VDC coils, NEW: 
#3TH8262, 6 NO+2 NC 
contacts 220/660 V 


12 VDC 3PDT 


tact adjust. 0/2054 used $4. 


B 2. 8x2. 3x2. 3, 1.4x1.8x1.5. 


A RES. PLUG-IN SOLO- 
ER. £x1xlt, #KH4695, $1.50 


wwe roe erooeee == 


SEFSSBWLOO1A2 SPDT 
9.6-15.8 VDC relay#™ 
206 ohm coil; usedy 


#RM39/1901, 10/2 A; Sx1.4x3, | 


moved f/equipment, 


#3TH12022, 2 NO +2. 
NC; contacts 230/ — 
600 V 3/1 A. Aux-- 


P&B PR-80164 OPEN .¢@ di 
FRAME, SPST n.0o. 
12 VDC; contacts 


REED RELAY 3 VDC 300f coil, 


MIDTEX DPDT 20 AMP 120/240 : 
ceivers. F/solder 


VAC or 10 A 480/600 VAC; 
plastic case w/mount tabs. 
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contact (low cur- 


or socket connections. 
1x0. 4x0. 4; 


120 VAC 5 A. 2$x 
x2. New, $1.50. 


contact 10A 240 V; 
2x2z, unused, $2.50 


2.8x1.8x1.8. 


| rice ach | 


#187-321200, 


DESCRIPTION Add This Column 


SONOBUOY RECEIVER 


R-1170/ARR-S2A VHF RECEIVER 
162.5-173.5 MHz AM, FM and 
video using 31 crystal—con-— 
trolled channels. Solid-—- 

state sonobuoy receiver 
consists of five plug-in 

p modules; 26 MHz ist IF, 5 
MHz 2nd IF. Conversion pos— 


siblities for 2 meters, VHF 


weather, satellite TV, etc. 
(See Oct *74 CQ Mag.) Re- 


quires external control and 18 VDC. 7.5x2.5 
x10, 9 lbs. Used, §39;-S0 $24.95; SCHEMATIC, 
$4 w/set. MANUAL, partial repro, $15 w/set. 


AN/TRC-75 1 KW HF 

RADIO in CY-2600 

case for vehicle 

mount; 2~-29.999 

MHz AM-SSB-tone 

400 W, 1 KW nom- | 

inal PEP. Collins made set Gonsists of R-761 
receiver and T-730 transmitter listed below. 
C-3341 control (p 16), CU-749 antenna coup- 
ler, C-2848 coupler-conrol, AM-2306 amplifi- 
er, CV-786 converter-oscillator, RF-111 load 
coil (p 4) plus built-in wattmeter. We will 
also include manual copy and PP-2352 power 
inverter (p 10) which provides 115 V 400 Hz 
3 0 for the set from 28 VDC 110 amp input. 
20x48.5x30.5, 375 lbs sh wt. 

Used-complete, not tested, &1206700 $750.00 
AN/TRC-75 without manual or PP-2352, $650.00 


T-730/TRC-75 TRANSMITTER, 
functions as 1 KW PEP (400 
W AM-SSB) 2-29.999 MHz li- 
near power amp when used 
with R-761/ARC-58 receiver 
which supplied 200 MW PEP 
input drive. Uses three 
4CX250 tubes in P-A; tuned 
by servo amplifiers and motors. Requires 115 
VAC 400 Hz 3 O for power supply with outputs 
2000 VDC 500 ma, 400 VDC, 27 VDC, 6.3 VAC, 
-40 to-80 VDC and 115 V 400 Hz 1 O for servo 
motors. With tubes 2/6CL6, 5896, 3/4CX250. 
C-3141 control required for channel selec- 
tion. 7.8x10.3x24, 55 lbs. Used, $350. $225. 
SCHEMATIC for T-605, $6 with set purchase. 


R-761/ARC-58 RECEIVER, com- 
panion receiver and exciter 
to T-730. Requires 115 VAC 
400 Hz input. 7.6x10.3x23.5 
55 lbs sh. Used, $4600. $175. 
SCHEMATIC, $6 w/set purchase. 
C-3141 CONTROL for frequency 
select (pg 16), used $29.95 
CONNECTORS for above, $5 each w/set purchase 


R-8726/ARN-S9 DIRECTION FIND— 
ai ER RECEIVER, same as Air-—- 
> craft Radio Corp R-ZOA DF 
| receiver used in light air- 
craft. Covers 190-1750 ‘KHz 
in bands 190-400, 400-840, 
and 840-1750 KHz; replaces 
AN/ARN-& radio compass sys- 
tem. Can be tuned using push-on knob or re— 
motely using C-2275 control box (not avail-—- 
able) and MC-215 spline. IF 142.5 KHz; with 
tubes 2/5718, 5896, 3/5899, 3/5902, 2/6021, 
6112. Requires 24-VDC 1 amp, 110 VDC 90 ma, 
25 VDC 20 ma; also 13 -V 100 Hz for loop 
selsyns if used for DF. Voltages originally 
supplied by DY-107 dynamotor (not available? 


4.5x4.5x10.3, 9 lbs sh. Used, $28.95 
OPERATOR’s MANUAL, $3. SCHEMATIC, $2 w/set. 


AT-780/ARN-59 DF ANTENNA. 8#. Used. $39.50 


AIRCRAFT 


No specific data: 
LEAR 3-AXIS RATE SEN- 

SOR w/ three #2157HB W@ 

rate gyros; 3.4x6.4x6,@ 

9#. Lear #2162C, $250. teBies 
SPERRY ROLL & PITCH CONTROL GYRO, DP K-63 
Rotating center 5.5"Lx4" dia; removable top 
cover. 6.4"Hx8" dia; 6 lbs. #K6-8510, $75. 


, AM-3203A/TRC, 


225 MHZ AMP 


'AM-912/GRC AMPLIFIER- 
| MULTIPLIER plug-in for 
| T-302/TRC transmitter; 

covers 100-225 MHz FM 

@ 100+ watts using 

4X150A tube. Controls 

Grid & Plate Tune and 

: Amp Output Coupling. 
Requires +750 V, 200-350 V screen, and 6.3 
V filament; with schematic. 12x6xi4, 24 lbs. 
Used, $89—50 $59.50; 


AM-915, 225-400 MHz; 4X150A, 4X150G. $85.00 
AM-1178, 400-600 MHz; 4X150A, 4X150G. $75.00 
AM-2537, 790-915/ 840-925 MHz; two 5876, $95 


clenieteeten Liat et tt, Tita ete ay Fe 
eS > » AM-914/TRC AMPLIFIER-CON- 
VERTER, plug-in for R-417 
receiver in 225-400 MHz 
range. Continuous tuning 
of RF and oscillator; 30 
MHz IF. Modify and use as 
down-converter! With tubes 
; 5670, 4/634. Requires 150 
VDC" &* 6:5:3.°Ve-145x6..5%9...5¢ 15 tbs Used. sace 
AM-1179/GRC, 50 to 100 MHz, used, $39.50 
AM-913/GRC 100 to 225 MHz, used, $45.00 
AM-1177/TRC, 400 to 600 MHz, used, $44.50 
1.35 to 1.9875 GHz, $49.50 


RT-29S5/ARC-45 UHF TRANS-— 
CEIVER designed for light 
aircraft and employs 12 
preset channels in the 
225-399.9 MHz AM range: 1 
watt minimum transmitter 
output. Receiver IF’s: 
23.49-24.29 MHz and 2.98 
MHz. Audio out SO mw inte 
150 ohms. Uses 2/5893 tubes in FA, 5675 as 
doubler, 7077, plus 28 other miniature and 
sub-mini tubes. Requires 150 VDC 115 ma, 200 
VDE 130 ma, 27 VDC 1.7 amps. S.sxBx14.5,, 29. 
lbs. Used-no crystals $75.00: Schematic $5. 
eae SB-328/AR CHANNEL SELECTOR. 
for ARC-45; 1i2-position chan- 
m nel select, tone button, vol—- 
and 2 pilot lights w/i27 


2.9x5.86x4.3, 3 lbs. 


USED, $7.95 


R-1021/ARN-30D VHF RECEIVER 
covers 108 to 126.9 MHz AM 
in 100 KHz steps (190 chan- 
nels); originally part of 
air navigation system. ist 
SULFOLL 7-126 Mh2s 2nd 7257 
§ MHz. Electrically turned 
crystal turrets with fre- 
quency displayed on side 
Adjustable squelch; 300 ohm audio 
output. SO ohm input impedance; BNC connec- 
tion. Tubes 5718, 5840, 5896, 4/5899, 5902, 
6021, 6112. Requires 28 VDC 1.8 A and 260 
VDC 85 ma. 5.5x11.4x4.6, 10#. Used, $29.95 


panel. 


C-3436/ARN-30D FREQUENCY CONTROL, used, $15. 
Operator MANUAL f/ ARN-30D, part-repro $7.50 


r:TO 600 KHZ SSB 


R-1401A VLF 

RECEIVER 

with digital 

readout; CEI 

357 solid- 

state set covers 1-600 KHz AM-CW-SSB-MCW-FSK 
with selectable IF Bandwidth 150 Hz-1 KHz- 

3 KHz-6 KHz and Input Attenuator 0-20-40-60 
DB. Digital AFC function locks local oscil- 
lator to counter and provides equivalent of 
60000 crystal-controlled frequencies in 10 
Hz steps when used in DECIMAL SHIFT mode. 
Controls for DAFC-TUNE for Normal Display or 
Decimal Shift plus 0 thru 9 DAFC Last Digit 
select. Also BFO select OFF-ZERO-VAR-5.5 KHz 
-USB-ISB and separate vernier, Audio Gain 
Audio BW NAR-NORM toggle, Noise Canceller 
Threshold, AGC/IF Gain, Fine and Main TUNE. 
Has 600 ohm phone jack, 0-10 Signal Strength 
Meter, 50 or 1000 ohm input impedance & IF, 
SM, and LO BNC outputs. Requires 115/230 VAC 
50-400 Hz; 3.5x19x20, 34 lbs sh. With manual 
copy! USED-operational-not to specs, $495.00 


CE! VHF-UHF 


CEI/WATKINS-. 


JOHNSON VHF 


and UHF RECEI-‘' 
VERS, compact 


rackmount VHF — in 

sets cover 30- 300 MHz AM- FM-CW in bands: 30- ; 
90 and 90-300 MHz while UHF sets cover 235-— 

1000 MHz in bands 235-500 and 490-1000 MHz. — 


All have Tuning and Signal Strength meters, | 
RF-VIDEO-AUDIO GAIN controls, and BFO. Nu- 


vistor/transistor electronics. 3.5x19x17.5, © 


30# sh. Used-operational, but not to specs: 
1° “a 


R-1279-VHF, 20 or 300 KHz IF width, $295. 
903B-VHF, 50 or 300 KHz IF width, $275.7 
775-UHF, 100-300 KHz-4 MHz IF width, $350. 
MANUAL for CEI-775, partial repro, $25.00 ~— 
MANUAL for CEI-905, partial repro, $35.00 
++ + tte t+ t+ + + 4+ + $4 $99 Soe 
CEI DRO-309 COUNTER, 6-digit 


Y straee counter used with HF, VHF, 


60 MHz IF over 490-1000 - 

MHz. Other Pfr se BCD output, Fast-Slow © 
digital AFC, and tuning meter. Requires 115 
VAC 60 Hz; 7.9x3.75x15.5, 14#. Used, $175.00 

MANUAL for DRO-309A-302B, partial repro, $17 

#DRO-333 COUNTER, similar to DRO-309 except — 
rackmount-style; 1.6x19x18. Used, $189.50 © 


#SPD-214 SPECTRUM DISPLAY MODULE with 3"Wxi" _ 
CRT for 21.4 MHz IF receivers; displays 3 
MHz spectrum. 12#. Used-reparable, $125.00 © 

ey 


R-11A AIRCRAFT RECEIVER, — 
to 550 KHz AM continuously 
tunable, but does not have 
dial; tuned remotely using 
control box with MC-215 fle 
> spline (not available). 85 — 
KHz IF; antenna binding post & BNC connec- 
tions plus power and control connections on 
front. Tubes 2/14A7, 14S7, 14R7, 14F7, 12A6. 
ARC-Type 12 radio family; replaced AN/ARC-5. © 
Requires 250 VDC 60 ma and 28 VDC. 6.5x5 ‘ 
x11.8, 15 lbs. Used, $17.95; Schematic, $2. 
D-10 28 VDC DYNAMOTOR for R-11A, used, $5. 
R-19 RECEIVER, like R-11A, but 118 to 148 ‘ 
MHz; also tubes 9002, 3/9003. Used, $18. 95 08 
+e tee et tet + + + 4 + 4299 eee 
CV-431/AR FREQUENCY TRANSVERTER ~ 
p/o ARC-60 set; receives RF in y 
228-256 MHz range and converts " 
them to 118-148 MHz for recep- 
tion on R-19 receiver. Also 
transmits over. 228-256 MHz AM 
on 8 crystal channels; 1/2 watt 
output. (Crystals not included.) With tubes " 
3/5763, 6201, 6360, 6939. Requires 28 VDC 
and +250 V.4.8x4.8x11.5, 9 lbs. Unused, $22. 
MT-1140 MOUNT for R-19 or CV-431, $3.50 ea 


0-423/AR OSCILLATOR-RELAY pro 
vides 1 KHz tone for “whistle 
through" tuning of ARC-60. H 
level adjust, two BNC connec 
tions, five 28 VDC SPDT cera 
mic relays. 3.9x5x2, 3#. $9 


_ AM-4239/ARC-112 POWER 
FIER part of 2-29.999 SSB 
te aircraft radio; 400 W SSB 
6 output. Power supply and 
PA similar to Collins 618Ts” 
ail Uses two 4CX250FG — 
tubes driven by two 6CL6's from driver mod-— . 
ule. Has two TNC & one N RF connection, run-~ 
ning time meter and aluminum cover. Requires 
115 V 400 Hz 3 O to produce +28 V, +130 V, 
+250 V. 8x9x17, 34#. Used w/schematics, $ 


AM-4573/ARC-123 HF POWER AMP- 

LIFIER, used with 2-29.9999 

MHz SSB aircraft radio set to 

produce 400 W SSB PEP using 

two RCA 4633 tubes. TNC RF 

input & N output connections 

plus Running Time Meter. Also 

ten Jennings RJ1A 26 VDC vac- 

uum relays (see page 28) and 
gold-plated feed-thru caps. 

Requires 115 V 400 Hz 3 0; 7. 6x5x15.3, 24 
Ibs sh. Used with schematic, $250.00 


602-999 MHZ OSCILLATOR 


AM-1957 AMPLIFIER-OSCILLATOR, 
601.5 to 999.5 MHz plug-in 
for T-893/GRC-50 tranemit- A ‘ 
ter. Utilizes three 7289 ( 


TELE COSTER I TELEPHONE 
METER, cost-effective 
device for the indivi- 
dual or business who 
wants to keep "tabs" 
on the length and 
costs of long-dis- 
tance and, perhaps 
soon, local telephone calls. 
Initial and secondary rates/period are pro- 
grammable using the numeric plus 6-function 
keyboard. LED display shows cost/period plus 


PIEZO CRYSTAL CYLINDER for 
use in pressure or sound 
experiments. These unusally 
large 3.4" dia X 5“ long crystals 
duce a high potential when subjected to 
sure change caused by weight and temper— 
© change. When audio frequency is ap-— 

ed crystal responds from 1.5 Khz with a 
at 12 KHz (3500 ohm impedance) and a 
peak at 17 KHz (230 ohms). Dips and peaks 
-eccur throughout the audio and ultrasonic 

range. Cylinder wall 0.4" thick; can be 


tubes as 651-1049.5 MHz os- 
cillator, -SO MHz mixer and 
15 watt power amp. Direc- 
tional coupler detects Re- 
flected Power and provides 
monitor output for external 
meter circuit. RF passes through 
duplexer having identical receive/trans- 


sawed with difficulty into prcrmiaigil sections. elepsed time hr-min-sec. Also display flash- mit sections each with two cavities. (Re- 
iginally used in sonar system; may have 15 b h ; i 
Sieechipes 7.lbs sh. #P-XTAL,. used,. $27.00 es sec before rate change and has X60 ceive signal routed to separate AM-1955 re- 
: eh : : ’ ’ x speed-up time so maximum acceptable charges ceive module.) Transmit RF then moves to 


could be determined before the call. In 
sturdy, handsome beige plastic case. Re- 
quires 115 VAC 60 Hz; 2 lbs. NEWw/info $8. 


second directional coupler whith detects Re- 
flected Power also with output for external 
meter. Wavemeter samples output RF for fre- 
quency measurement using calibration chart. 
Cathode current of each 7289 regulated by 
external 250 VDC (not supplied). Requires 115 
VAC 60 Hz, 645 VDC, 650 VDC, 800 VDC; 5.7 VAC 
S.5 VAC. Schematic and info included. 
8.9x11x16, 36 lbs sh. Used-clean, $435. $99.50 


POWER AMP 


CLASS C POWER AMPLIFIER re- 
moved from T-195/GRC 100 
watt transmitter; uses 
4X150D tube to cover 
1.5 to 20 MHz in ten 

> bands using variable 
and fixed capacitors, 
switches, and 400 Hz 
servo motor. Chassis 
: : also has discriminator 
d servo amp. Requires -1000 VDC modulated, 
-250 VDC, -45 VDC & 115 V 400 Hz for motor. 
/tubes 4X150D, 5751, 6AQ5, 5763 and schema- 
ce. 9.5x8.5x6, 15 lbs. PA/T195, used, $45. 


ey TRANSISTORIZED GUARD RECEIVER f/ 

es modified RT-178/ARC-27; one 

m channel in 258-246 Mhz 

‘range. IFf's 25.1/3.45 Mhz; 
has detector, noise limit- 
er, AVC, 4/2N1745 transia- 
tors, and 25.1 Mhz filter. 
#5821-953-9695 used $14.95 


* AM-19S55B/GRC AMPLIFIER 
CONVERTER used with 
R-1148A/GRC-50 recei- 

ver for 600-1000 MHz 
band; 60 MHz IF. Uses 
4037A/2C40A tube as 
oscillator; also 5654, 
2/5842. With wavemeter 
and calibration 

aos : book. Requires 150 VDC 
and 6.3 V. 15x9.5x8, 30 lbs sh. Used, $45. 


AN/GRM-5S5S TEST SET, 
use to check test 
points in modules 
of RT-SOS/PRC-25 
transceiver and to 
isolate circuit ee 
problems. (Indirect — is : : 

tests only of modules A2, Ai2-13, A19-20.) Y f Y } r ) 
Includes TS-1755 test unit, MX-4622 probe, : MC os¢ LLATOR 
CX-8593 cable assy and CG-409 BNC cable. Re- 
quires 12.5 VDC 1 W per 5 sec test. 5.5x7x8 
10 ibs sh. GOV'T-RECONDITIONED. $77.00 


gy OSCILLATOR FRom 
E 7-195 TRANSMITTER; 
GENERATES FREQUENCY oF |.9 
To 3 MHz. Has 5749 osciLva- 
‘TOR TUBE AND 5749 BuFFER- 
‘AMP TUBE. WITH $x3/I16" Dia. 
SHAFT. 22x34x7, wr: 5 Les. 
(0/T-195, REMoveD F/EQUIPMENT, 


AO-105 OSCILLATOR ASSEMBLY, 
part of master oscillator in 
TMC xmitter. Consists of 80° C 
erystal-oven with 6AB4 oscil- 
lator tube producing 2-4 MHz. 

x Output fed thru 12AU7 cathode 
reliawer and 100 KHz oscillator. Also uses 
6AH6 reactance tube to "lock" oscillator 


$10.95 


VASCAR || SPEED TRAP 


MODULATOR for T-195 provided 
audio to modulate PA & supply’ 


pean’; S00 vee seeon VASCAR I! frequency via 6 VDC input from an external 
eee te wanes 271 2A0T; DISTANCE / synthesizer. Tune shafts adjust capacitance 
5814. LESS 2/4X150D. 8.5x6 TIME coM— dd? : =" 

2 & inductance to set freq.; rear trimmer for 
x4.3, T#. PUTER-IN- 


: 100 KHz adjust & BNC output conn. Requires 
DICATOR origi- +160 V & 6.3 VAC; 8x8.6x11, 19#. Used. $20. 
nally used by police agencies 


for clocking speed of vehicles while the po- : ‘ 
lice car was in motion or stopped. Speed of SPEECH AMP L | F / ER ; 
unknown vehicle determined by referencing a . 


pre-measured distance or the distance can be AM-2306/TRC-75 AUDIO AMPLI- 
set while both vehicles are moving. VASCAR FIER ASSEMBLY with AM-476C 
can determine speed of vehicle in front of, audio amp which processes 
behind, in opposite direction of, or across 150 ohm receive and 5 ohm 
the path of the police car. Displays average mic inputs into 150 ohm 
speed in tenths of miles per hour upto 199.9 phone audio during Rx-Tx spibrartone: AM-2290 
MPH. Computer module consists of four cir- amp provides 2 watt 30 ohm : 600 ohm speaker 
cuit boards with & VDC logic and transistors. output. Requires 28 VDC input; 4.4x4.5x10, 6 
Operates from 12 VDC 3.4 amps. Includes com- lbs. Used w/schematics & mating plug, $21.95 
puter module, control/indicator module with 
cable and plug, power plug, and manuals. 


"AS-IS" transducer is mow included. 2.5x13.5 Sees PHANTOM ANTENNA 


%7.3, 18 lbs sh. Used-not calibrated, $60.00 


900-1100 MHZ CAVITY 


TRANSMITTER TRIPLER / 
PRESELECTOR CAVITY MOD- ¢ 
ULE from TACAN system 

in 900-1100 MHz range. 

Consists of preselector 
and four silver-plated 
cavities each w/ 2C39A 
tube. Module and cavi- 
ties originally gang- Bs 
tuned using ball-chain drive (not available) 
10x7.5x2, 7 lbs sh. #4-CAV-93, used, $49.50 


_M315B HYDROGEN GENERATOR, 
used to provide hydrogen 
for 4’ balloon p/o CRT-3 
Gibson Girl rescue radio. 
Has 1200 grams of calcium Se 
a ide crystals in long can ers ceteeri im- 
-mersed in water, produces hydrogen gas. (EX- 
—TREME CAUTION must be exercised in the per- 
formance of this process because hydrogen 
} is dangerously flammable and the liquid 
lcium by-product is very caustic!) The 
i5B cans are dented; suitable only for the 
epg of calium hydride. 11.6"x4.3" dia, 
4 lbs sh. Unused-dented, $6.95 ea; 2/%12.00 
_INFLATION TUBES for M3i5B, $3.00 ea 


GP PHANTOM ANTENNA as used 
with WW-II 350-9050 Khz air- 
; craft ransmitters to monitor 
PERF at remote point. Has 34" rd 
4 O-10 RF ammeter, 10 KV 0.0002 
cme and 0.0005 mf G2 mica mittigg 
mee capacitors, 12-nickel-plated 
; terminal posts in 14xl2x9q alumi- 
num case w/hinged top; 22 lbs. Unused Sse $28. 


ARC-| VHF TRANSCEIVER 


RT-18/ARC-1 AIRCRAFT 
TRANSCEIVER, late WW-2 
designed radio covers 
100 to 156 MHz AM oper- 
ating on 10 preset 
erystal channel fre- 
quencies (crystals not ; 
available); 9.72 MHz IF.u@ 
Has front switches for ny ‘ 
ANTenna, TRANSmitter, RECeiver, monitor 
switch OSC-MIX-DRIVER-PA-PA-MOD, SENS adjust 
and Squelch. Also SO-239 ANT connector}; 
jacks for Phone, Mic, and Meter. Requires 26 
VDC and 300-360 VDC usually supplied by DY-9 
or DY-10 dynamotor. With tubes 2/832, 2/12A6 
17/6AK5, 2/6C4, 2/636, 2/6V6GT; 9x10.9x24.4, 
46 lbs sh. Used, less dynamotor, $85.00 
DY-10/ARC-1 DYNAMOTOR, 13/26 VDC, used, $10. 
MANUAL for ARC-1, partial repro, $17 w/set 
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An oT @® that OP A re 


ja TX 


ANTENNA SIMULATOR by Boe- 
ing, a portable RF load 

box using two 77 and four 
27 ohm 50 watt non-induc- 
: 3 — tive resistors, one CRL 

é Guat’ 859 60 PF 20 KV doorknob 
Capacitor, five CM-55 mica cap, and silver- 
‘Plated coils. Has 5" dia 115 VAC 60 Hz cool- 
ng fan; transit case has removable covers. 
11.5x16x13, 33 lbs sh. #ANT-SIM, used, $40. 


GRAB BOX ASSORTMENT of used 
and unused manufacturers and 
government surplus electron- 
ic parts such as assemblies, 
motors, coils, transformers, 
chokes, circuit boards, cap- 
acitors, resistors, and 
other usable items. Packed 
in 50 lbs cartons: $12.00 ea 
or 2 cartons for $21.00 
Shipped via UPS with freight charges varying 
from $8 to $26 per box. Allow for charges! 


GRAB BOX is good "filler" to take advantage 
of motor freight 1504 minimum weight rates! 


43 DUMMY LOAD 


‘DA-43 DUMMY LOAD WATTMETER, 4 
thas Series Capacitance MMF 
selector 100-200-300-400- 
for switching four CRL 
851 100 pf 7500 V capaci- 
tors. Also Series Resist- 
ance Ohms selector for 
Switching 4-8-10-20-40 ohm 
70 watt resistor bank. With 0-100 watt scale 
meter, cooling fan, & power cable. Requires 
28 VDC; 9.5x12x8.5, 17# sh. Unused, $90. $75 


T% 
ware 


BC-1366 JACK BOX, 

switch "Comp-VHF 
Laison-Command- 
Inter-Call", In- 

crease Output pot, 2 phone 
jacks. VHF equal of BC-366: 
3.3x4.8x3. 2 Ibs sh. $6.00 


ANGLE INDICATOR, clamps te 


shows 0-60%tilt on 4” 
#AL-O60 NEW. $4 


RF CHASSIS f/ 
Bendix RA-18C 
108-136 Mhz 

receiver; 7- 


liquid 
curved scale. 


ple ¢, mixer grid, lst osce- 
quadrupler, lst osc-amp, & 
cathode follower input. 
Tubes 2/5654, 5670, 5725; 
requires 6. Sel2. 6- 108-250 
VDC. 3$x3$x10s, 5 lbs. W/ 
achem. #RF100-RA1S NEW $10. 


CARRIER MONI- 
TOR, provided 
*SDC and audio 
ecurrents for 
remote check 
wof xmitter op- 
Py eration. Units 
t LESS, 2 pi Lo ahy 
vacuum capacitors but still 
good parts value including 
600 VCT 35 ma transformer; 
tubes OA2, GALS, 6J6, 6X4; 
600:600 ohm AF transformer, 
DPDT & SPST toggle switches 
two 49 pf air trimmer caps, 
lf etc. 6x8.5x6.3, 12 lbs sh. 
#CAR-MON-87, unused, $5.95 


#CAR-MON/VC, above with 
vacuum capacitors, $14.95 


SONTROL 


C-7906*/VSS-3 
SEARCHLIGHT 
enpenys CONTROL BOX, 
GSES has CoMPACT- 
y SPREAD BEAM 
switch and "pull & lock” 
toggle with OFF-INFRARED- 
VISIBLE positions. Lights 
for OVER TEMP and LAMP ON. 
6.5x4.5x3, 3#. Used, $6.95 


FIRE CHEX AUTO 
SHUTDOWN DEVICE 
automatically 
disconnects a 
vehicle’s elec- 
trical system 

- in a collision. 
Alan use of its 80" spline 
control allows Fire Chex to 
manually "shutdown" elec- 
trical systems making it 
more difficult for a thief 
to steal a vehicle. With 
spline, fused line, mount 
brackets, info. 4.5x4.5x1.8 
6 lbs. #FI-CHX, NEW $5.95 


HIRE CHER: 


SODECO 6-DI- 

GIT COUNTER 

electrically 

resettable; 

60 impulse/sec count coil 
and reset coil both 24 V 
DC 83 ohms, 1-7/8x15/16 
x4i; #rae66, NEW, $8.95 


™ TOKIN NOISE FIL- 
‘TER 250 VAC 15 A 
™iso/60 Hz; spade- 
terminals. 2.6"x 
#VG-215F, NEW $3 


Ey 
_ a 
1.8"%d; 1#. 
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BC-450 RECEIVER CONTROL f/ 
tuning upto 3 receivers. 
W/dials 190-550 KHz, 3-6 
MHz & 6-9.1 MHz; CW-off 
-MCW switches, volume con- 
trols, and phone jacks. 
9.5x5.5x3, 3#. UNUSED $12. 


BC-496 DUAL RECEIVER CON- 
TROL for SCR-274/ARC-5 re- 
ceivers; tuning dials for 
3-6 and 6-9.1 MC, volume, 
etc. 2 lbs. Unused, $9.95 
t+ +e tee tte et + + 
BC-631 JACK BOX 

remote audio 3 

control for 

SCR-5223 4x2.5 

beat ued 2 a 


FT-384 TEST § 

ADAPTER for qin, 

using ge = 

meters to 

align BC- 603/683 jogs 508/ 
608 receivers’ IF-RF amps 

& oscillator. Plugs into 
BC603/683 rear; has switch 

DISC-ALIGN-CATH-BATT & 72" 

battery cables. Connector 
also fits BC604/684 xmitter 
2x5x3.1, 4#. Unused, $18.95 
t+eeeteeeteeeteet 

CONNECTOR, fits BC-603/683, 

BC-604/684; not original #. 

#DPD-A32C2-33S-2L, used $9. 


M- 399 “ADAPTER 


M-399 ALIGN- 

MENT ADAPTER 

for BC-659 

transceiver; 

allows the 

changing of ™ 

erystals as well as the 
alignment of the set with- 
out the use of an external 
meter. Mounts inside the 
-BC-659. 2 lbs. $5.00 

M=-394 ADAPTER f/BC-620, $5. 


ART-13 CRYSTAL 
CALIBRATOR, pro- 
ides 50 KHz 
fundamental 
using 200 KHz_ 
crystal. Al- 

so 1000 Hz ® 
tone for MCW J 
operation. Tubes a 
2/12SL7, 12SAT. 6x5x3, 
#XCAL-ART-13, unused, 


44. 
$16. 


SB-327/ARC 
CHANNEL 
! SELECTOR 
24-51.9 
MHz FM 
in 100 
h ; at KHz steps 
on 3-digit counter; used 
with RT-294/ARC-44 Tx-Rx. 
3:5.8x4.5, 3 lbs. Used. $15. 


SA-474/AR SWITCH BOX has 
mini-toggles 4/DPDT, 1/DPST 
and 2 pilot lights w/327 
lamps. 2¢x5gx24. Unused $6. 


SB-328/AR CHAN-_ 
NEL SELECTOR 
for ARC-45; 
12-pos 

nel select, : 

tone, volume, 2-pilot Light 
w/S27 lamps. 2¢x5%x4d, 2 

1bs. sh. Used, $7.95 


C-87/ART-13 CON- 
TROL BOX for 
ART-13 transmit- 
ter. Has 11i-posi- 
tion CHANNEL se- 
lector, OFF-VOICER 
-CW-MCW select, 
PTT button and 

ic jack. 3.5x6.3 , 
x3.3, 3 lbs. UNUSED, $12.50 
++teeteeteteee eet 


BC-347-C INTER-~ 
PHONE AMPLIFI- 
ER, p/o WW-2 |) 
RC-34-35-36 — 
intercom set. 
"C" model has . ra 
6F8 tube & requires 14 VDC 
rather than 28 VDC. 4x6x2.4 
3 Ibs sh. Used, $12.00 


Cate 


a! 


C-38/ARC-5 VHF-MHF CONTROL, 
Rec A-VHF or Rec C~-MHF plus 
VOL, SENS, PITCH, CW-VOICE, 
and preset tuning.-9.5x5.5 
x3, 3 lbs. Unused, $8.00 
++ + ee eee tee eet 
BC-938A VHF-HF CONTROL p/o 
SCR-274. Buttons A-B-C-D & 
OFF-1-2; Tone-CW-Voice sw. 
3x4.5x3, 2#. Unused, $8.00 


By RM-52 Remote 
* Control used 
for radio 
jand intercom 
«PATCH «§ Siset. Has 
kKkkEK KK ER ED ee=ss transformer, 
mic & phone Source 
for Phone Patch project. 
74x33x5, 5 lbs. Used, $4. 


ekKKKKKEKK 


«MAKE «f 
#MACY'S« 
*PHONE « 


BC-606* INTER- 

PHONE BOX used 

with WW-2 rad- 

ios SCR-508/ io 

-608. Has Vol- 

ume, INT-RADIO 

switch, Mic & Phone jacks. 
ID decal may be missing; 

5x4.8x2.3, 4#. Used, $12. 

BC-658* SWITCH BOX for SCR- 
506; 4 Ibs. UNUSED, $10.00 


BC-1361 SWITCH 
BOX, p/o RC-298 
interphone kit 
. for SCR-528/ 
~ 628 radios 
in Sherman 
tanks. W/Call 
light, Field- 
phone termi- 
: nals, On-Off 
& Signal Vahtehess 6.8x5.4 
x2, 4 lbs sh. UNUSED, $8. 


ADJUSTABLE 

EQUIPMENT 

MOUNT for 

5.3" wide X 

7.3 to 8"D 3 

unit. Good size for small 
power supply, amplifier, 
etc; aluminum. 1.6"H; 3 lbs 
sh. #MT-848-2, unused $3.50 


VIBRATORS, removed f/equip: 
VB=8,. (+9, or -13 $3 ea. 
3H6690-15 6 V £/PP-109, S6. 
3H6690-16 24 V £/PP-112 $3. 
MiSO3S 24 V for AM-598, $3. 
6 VOLT 6-PIN vibrators for 


PP-68, 
KS5566, 


#VIB/PP-68, 
12 V 4-pin, 


S4. 
$3. 


$.45 


4 lbs #4 
ore 250 


#6 
#2 
#16 


RUBBER 
sete 

OU ING |. 
#24 1.00 


Be 
#35 1.25 


24 
OTHER WEIGHTS AVAILABLE. 


265 
275 


35 


DAVEN "T" ATTENUATOR 

15/15 ohms; 30 7 

DB total in 3 DB 

continuous in- .§ 

crements (no 

detents). No 

knob; 3"Hx2.5" 

di. #4020-T1767. 
NEW, $9.95 


10-TURN PRECISION 
POTENTIOMETERS with 
1/4" dia shafts: 
-#A-R100-L.25, 100 
ohm 3%; 2.8"Hx1.8" 
| dia. NEW, $6.95 
#860-9921, 20K ohms 
‘ 0.1% lin. NEW, $7; 
P #SA1400, 30K ohms; 
% linearity. USED $3.50 
#SA2400, 50K ohms. USED $4. 
#731A-R50K-L.5, 3-turn 50K 
ohm 5%; 2"Hx1.8". NEW, ‘$6. 
pO eter OD ERS ree + 
BOURNS CLOCK FACE 
KNOBPOT (b), 1000 
ohms 2.5 watt; ac- 
curacy +/-1% VR. 
10-turn dial: clock hands 
count turns. Solder termi- 
nals; o/a 1.3" dia x 2"H. 
#3460S-31-102, NEW. $9.95 


PRECISION 15-TURN 
* HELIPOT by Beckman, 
~~ 5K ohm +/-5% & 
0.1% linear toler- 
a ance. 2.8"x3.3" dia 
+ 1"Lxi/4" dia shaft; 2# sh. 
#SB-326, unused, $17.95 


MIRRA 25 WATT 
"ANTIQUE" POTS w/ 
knob and pointer. 
Looks like those 
used in 1920's 
gates. ‘Bpecity ohms: 
250, or 400. Unused, $4.50 


MUTER 433-AC | 

10K OHM FOT, 

1930's-40's. 

precision 

pot; <" dia & 

shaft. 34x53" @ 

dia. Unused $4. 

Other old-style PRECISION 
POTS 2. 2=5/85 dia with<3/s" 
dia shafts. Unused: 


DEJUR #RA60-253AK, 
2-5/8"H, 


25K ohms; 
Bhatt 225) Lie s2c 


RECHARGEABLE 


GOULD NICKEL-CAD- 
_MIUM F-CELL BAT- 
ee 20e iG 
charge rate 
of 14-16 hours @ 
700 ma; 3.5x1.3" 
dia. #7.0-SC, 


' Used-checked, $2. 


BB-451/U 

SILVER-ZINC £2 

BATTERY ra- 

ted 24 VDC 

25 AH; uses 

four 4-cell 

blocks. Re- 

quires 40% 

solution potassium hydroxide 
(mot available) as electro- 
lytic. Approx 40 troy ounce 
of silver per battery. In 
fiberglass case designed for 
use with AN/PRC-41/47 radio 
sets. T.5xiix4 1, J5 Abs.shs 
Unused, $195. MANUAL, $7.50 
++ tet teetettee eee t 
PP-6241 CHARGER for BB-451 
(page 10), unused $59.50 


MINIMUM ORDER $10.00 


RHEOSTAT VALUES: | 

First SET OF 

NUMBERS AFTER- 
RHEO-PREFIX IS = 

THE WATTAGE. — 

You INDICATE ~ 

DESIRED OHMS 

IN SECOND SET. ~ aaa 
SCD= SCREWDRIVER ADJUST 


#RHEO-25W-(ohms), $1.5 
AG Tb -LO4A SAAS OR CO 
100 150 164 175 200 
350 400 500  600-sed 
1500-scd 2500-sced 3K 
6050 10K-sced 20K 35K © 
DUALS $2.75: 2x250, 100/5 
#RHEO-50W-(ohms), $2.25 
0.554. | SS Bite ene ae 
30 100-scd 200 225 30 
500 2500. DUALS $4 ea: 
20 35 SK; 50/25. W 800, 
#RHEO-150W- 2 25 35 100 
750... $8.05 DEAG 245, $ 
#RHEO-225W- 3 ohm $ 
#RHEO-300W- 3, 6, 75 or | 
. ohm, 3 Ibs sh, $8.00 ¢« 
#RHEO-500W- 3 ahad 6#, 
+e tet teeete tet +t 
POT EN) Oo Es Toe 
ALPS or = with switch; 5 
dia + term. Shaft 1/4" d 
5K, 10K, 50K or 100K, $1 e 
CENTRALAB #WN-100-10, 1 ; 
ohms linear taper, $.7 
CLAROSTAT #RV4NAYSJI5S 3A 
watt 50K ohm; NEW, 2/$ 


OFFSET INDICA- 

TORS with 20- — 

turn 20K ohm ~ 

0.1% linear 

pot coupled to 

geared vernier | 

control w/in- 

ner dial marked | 
10-0-10 NAUT MILES (1 turn 
1 mile). Offset shaft 1/2" 
x1/4" dia; 

2 lbs. Specify #E ¢ 
West) or #N-S (North-Sor 
OFFSET, used, $4.95 eact 


WAVEMETER 
AM-1956-19 
GRC-50 
1350, 5-8 
MHz FM o 
‘lators} 


TS-268E ¥ 

CRYSTAL | 
RECTIFIER 4 

TESTER, 
measures © 

front and | 

back re- 

sistance 

and back “ray 
current of IN~-21- -2 
-78 xtal diodes on 2. 
MA-meter. Requires D-b: 
tery. 7.5x4,4x5.8, 6. 


as . BB-51 eaane 36 V. 
thru 1200 ohms. $1.00 ea. 
BB-208 BATTERY PACK, con 
tains BB-51, 3/BB-52, | 


“TO TEST INDICATORS 
H MARKINGS ALSO HAVE 
EAR & ANGER LENSES 


MFG., ALL UNUSED. 


260 PusH-To-TEsT |N- 

RS, DOUBLE LAMPHOLDER 
UNTATURE BAYONET 
12'"wX2"HX23"w. NEW. 


260 indicators with 
cet launch-related in- . 
ptions: 400 CPS DRIFT 
ER, 11 C HEATERS THERMO- 
AT, HYDRALIC ACTUATOR 
ST POWER, HEATERS 1-2-3, 
.ANT VENT VALVE, 1220 
SPHERES PRESSURE SW, 
BY HTR COMMAND, SET 
>RESSURE SWITCH, LOX VENT 
VALVE OPEN, CENTER, 280 VA. 


ibed "28 VDC", $1 ea. 


LAMP HOLDERS for 
327 laps; fit 
, 1/2" hole. Flat 
T ‘numbered lenses} spe- 
wr 4,5,6,7,9" or YEL- 
MAX". #0934, $.55 ea 
-327 PILOT LIGHT w/327 
mip; white lens. Used $1.35 


IMMER LIGHT for 32T7- 
e bulb; fits 3/8" dia 
ey, o/a 1.4"Lx0.6" dia. 
ab red jewel, NEW, $.75 

Ss green jewel NEW $.85 


ae V NEON INDICATORS, 
“long X 3/8" dia; NEW 
clear lens w/"B" 


SUB-MINIATURE NEON PILOT 
LIGHT with 5/16" dia clear 
jewel. Base is receptacle 
for three 1/16" pins in 
triangle pattern. Mounts 

in 3/8" dia hole. O/a 

1.4" L3 includes neon bulb. 
#PILOOT, $.35 ea; 4/$1.00 


MINI PILOT LIGHT with #382 
14 V Ti-3/4 bulb; 7/16" dia 
"cap" lens fits in 3/8" dia 
hole, 1.3"L. Specify de 
WHITE. #PL-382, used, $.50 


PILOT LIGHT for single con- 
tact mini-bayonet bulb. 
Flat clear lens 1/2" dia. 
O/a 2.3" long for 3/4" dia 
hole. #PIL-FCLR, $.60 ea 


DIALCO PILOT LIGHT for sin- 
gle contact mini-bayonet 
bulb; 1/2" dia raised fat 
red jewel. O/a 2.3"L3 fits 
1/2" dia hole. #0772, $.65 


DIMMER LIGHT w/NE-51 bulb; 
1/2" dia clear jewel. Fits 
5/8" dia hole; o/a 3"L. 
#PIL-C433, used, $.65 ea 


LARGE PILOT LIGHT for 
double contact bayonet bulb 
1" dia smooth red jewel. 
O/a 3"L3; fits 1" dia hole. 
#1632-NDR, unused, $.75 


PRESS-TO-TEST INDICATOR, 
candelabra screw base; 1" 
dia red jewel. O/a 3.5"L 

& fits 1" dia hole. DIALCO 
$1.95 


#VM-106-431, unused, 


Unusual 


=_ OUTPUT 
~ NETWORK 
part of 
ART-13 
xmitter; 
designed 
for 200 
pf capa- 
ee citor & 
L112 variometer to ‘provide 
Pi and L matching for 813 
tube. 57 uH coil tapped 2- 
6-15-24-34 uH, coil tap 
switch & 7-Centralab 850 HV 
caps 25 pf, 3/50 pf, 3/67 
pf. 5.5x8x3.5, 7 lbs sh. 
#ONET/ART-13, used, $14.00 


INDUCTORS 


FERRITE POT CORE INDUCTORS, 
PC mount; 7/8x#" dia. NEW. 
123-177 mH, #Nve43, 1.50 
600 mH, $404-3- -2, 1.50 


TELEPHONE PICK UP COIL used 
in modem data coupler; no 


specs. 5/8xl$ dia #403-4 $1 


ROLLER INDUCTOR, 5 
uH; “19-turns | 
3/16" dia sil- 
vered wire; 

2:62 Lx%1..6" 


reoiliw/1/2" 


SGI ua Were OAc. OK DK LD 2H. 
#L4/618T, used, $12-00 $10. 


RF MASTER OSCILLATOR COILS 
#T53/6032, p/o T-22/ARC-5 
7-9 MHz xmitter; $4.00 
#L101/ART-13, ceramic 2"H 
x 1.6" dia base. $4.00 


. or GRC-106. 


|} red top knob for 1/8" 


TUNER KNOBS 


Rounded bar style 
mg PL 1-1/8" lon 
x ge across x 11/16 
H. Brass insert f/ 
2* dia sh. #KNARTI3 2/81 


| MATCHED KNOBS, rounded edge 


#TK-2392 TUNER KNOB, 2.3” 
dia plastic w/brushed alum- 
inum insert and set screws}; 
has nice "feel." $2.50 


2" dia 
trim 


#TK-ROB2 TUNER KNOB, 
plastic with "chrome" 
and set screws. $1.75 


ARMY SPIN KNOB, retractable 
crank f/beveled top-screw 

shaft. 1.5" dias‘for RT-70 
#2313, NEW, $5. 


LARGE FLUTED KNOB 
for 1/4" dia shaft 
O/a 2-3/8" dia. 

#KNB-238-25, $1.50 


DUAL CONTROL KNOB SET, 
lower 0.9" dia =» O.7"F 
p section takes 1/4" dia 
shafts upper O.7"dia : 
0.7"h knob takes 32/16" 
#DC-EN-ST, NEW $1.25 


1.3" dia FLUTED KNOB w/1.8" 
dia skirt; brass insert for 
3/8" dia shaft. #KN04, $.70 
#KNO3, as above except 1.6" 
dia w/ 2" dia skirt, $.90 


share 


DUAL CONTROL KNOB as used on 
H-P and TEK scopes; 1-3/8" 
dia skirted black base for 
1/4" dia shaft with 3/4" dia 
dia 


shaft. $i. 


#KN-DC-HP, used, 
LARGE FLUTED KNOB for 3/8" 
dia ‘shaft. O/a 2-3/8" dia. 


#KNB-LCP, $1.25 ea; 2/$2. 


w/4 sets of 4’ hash ridges. 
Looks like old Hammarlund, 
#95168 24" $3 #85570 12" $2 


HALLICRAFTERS with big 
13" dia; arrow & grip 
bar. #H81014 new $1.50 


3 ALCO KNOBS, modern 
EX@ plastic knobs with 
o—"~ brushed aluminum in- 
set fit 1/4" dia shaft. 
#AL-KN8P, 3/4" dia x 1/2"H; 
pointer for slot shaft $.494 
#ALKNG6, 5/8" dia x. 3/8"H 

for 3/16" dia shaft, 4/$1. 


GRC KNOBS f/Army radio sets 

fit beveled top screw shaft 
OD green; 7/8" dia skirts: 
#KN-GRC-10,° 1"L grip, $.50 
#KN-GRC-14, 1.4" grip $.75 


METAL EQUIPMENT HANDLES for 
mounting to panel fronts. 
5/16" stocks: 1 7o7H Ki 4.25" 
on center; with screws. 
#PNL-HAND, used, $2 /pair 


POINTER KNOB for 1/4" dia 
shaft; 1.8"Lx1"Hx0.8"W. 
#KNBN-026-90, 3/$1.00 


KALRAD KNOB SET, 

five 1/2" dia 

plastic knobs 

with 5/8" dia 

skirt, chrome 

insert, & set fe aa 
screw; #KAL5K, NEW $1. 20/pk 


DARK BROWN fluted plastic 
1" dia X 0.5"H £f/ 1930’s & 
40’s radios. #KN-DB1, 3/81. 


BEAT OSC KNOB for SP-600JX 
receiver; 1.6" dia knob w/ 
2.3" dia skirt -3 KC-0-+3 
KC. #31227-4, unused, $5. 


ms COLLECTOR BULBS 


old air- 
craft and projection lamp bulbs; 
nice glass and "simple but elegant" 
filaments like old radio tubes. With 
mogul base; may or may not be work: 
WESTINGHOUSE AVIATION SOO W 230 V 
; (pic 1), 9.8H"x4.8" d; #WSC-230, $9 
0 375W BULB (pic 1), low amber-pink filament light 
om 115 VAC but lots of heat! 7.5"Hx3.5" dia, $5.00 
AN PROJECTION (2) 6-8 A 200 W; 5.3x1.4" dia. $3.00 
ROJECTION BULBS (like pic 2), 200 W 3.4"Hx1i" dia: 
_#PH/200T8SC, $2. RADIANT mfg #R200/TCC8, $2.00 


on ceramic 
INDUCTORS fay oan 
#092-1143, 
L4 coil from T-368 Tx rated 25 uH 
tapped 2, 8, & 15 uH. 24-turns #14 
tinned ccopier wire in 3"Lx2.5" dia 
coil; ceramic 4.5"L, 3 lbs. $12.95 


CERAMIC 


#L6/RF111 COIL, 30 uH; 13 : i . 
turns #8 silver-plated wire a ae 3 
in 6" di coil. Form notched : 
for 4 more turns; fiberglas 
ends. O/a 8x7.5x6.5, 4 Ibs 
sh wt... Used, StT?@-05. $9.95 
#L5/RF111 COIL, 15 uH; 12 
turns #8 wire in 3.75" dia 
coil. 7.3x6.5x4.5, 4 lbs 
sh wt. Used, “34400. $8.95 


ROLLER 


#LC44-339, 14 uH coil portion of L44 variable inductor 
from BC939/TN-339 tuner. 24-turns #12 tinned-copper 
wire in 3,3"Lx2" dia coil;. Ceramic form 3.8"L + 1.3"L 
xi/4" dia shafts on ends. Mounting end plates, roller, 
springs, etc not available; 3 lbs sh. $12.00 $9.50 


INDUCTORS 


PLATE ROLLER INDUCTOR, 
26 turns #16 silver- 
plated wire 3.7"L x 2" 
dia coils; 14.5 uH max. 
115 VAC 400 Hz motor 
and 20K ohm multi-turn 
pot; will run on 26 V 
60 Hz. Can be adapted 
to' direct-drive. O/a 
#L13/ARC-58, used, $27.95 


MINIATURE LAMPS 
sik TYPE V. A. BASE BULB EA 
#14 flashlight 2.47 .3 cand sc G3$ .30 
; delete delete delete 
13.5 0.6 SC bay .35 $2.50 


Fle Ate) min sc G6 220 1.00 
6.3 0.25 Mini bay T3-1/4 .30 2.50 


4.5 1.25 RP11 SC pref $1. $7.50 


feo Min bay VL T3S 1/4065) 5.50 
24 .68 DC bay Be6 .25 1.50 


CERAMIC ROLLER INDUCTOR, 6 uH; 
twelve turns #12 silver-tinned 
wire wound in 1.5"L x 2" dia 
coil. Shaft 3/8"L x 1/4" dia. 

. Overall size: 3.5x5x5, 4 Ibs 
‘sh. #339-SM-L5, used, $12.95 


Per 10 
$2.00 


G-F 


ROLLER INDUCTOR KITS, 
includes 4.4"L x 
1.5" dia ceramic 
coil with 40 turns iis 
#14 silvered-wire, roller wneel, guide 
shaft & springs. 3/8" dia shafts have re- 
moveable pinned gear. End support plates 
not supplied; 3#. #L22-PRC-47, 22 uH, $16. 
#L35-PRC47, 35 uH w/part slug core, $15.50 
#L40-PRC47, 40 uH w/full slug core, $15. 


115 3 Ibs. 


6.8x4x5, 
L5 ROLLER INDUCTOR, part of 
input tune of ARC-58; 26 

turns #18 silvered wire 

2"Lx1.1" dia coil; 8.4 uH 

max. 115 V 400 Hz motor 

drive like above}; runs 

on 26 V 60 Hz. Adaptable 

to direct-drive. O/a 6x3x 

‘4.75, 3 lbs sh. #L5/ARC-58, used 


MARINE TYPE 600 WATT [GRIMES PILOT LIGHT 

Beivout Gr) Q600 PAR: {es.used: in. aire: 

56/1 scREW TERMINALS [Craft control pa- 
PRICE: $6.00 EA. nels. Takes #327 


wRiTeE FoR |00 LoT or similar lamp. 
PRICE. Used, $.65 ea’ 


MO & PA TANK COILS from 

TU-10 10 to 12.5 KC tun- 

ing units as used with 

BC-191/375 xmitters. 

Ceramic coil 5"Lx2"dia 

on 7"x3.1" mount bracket; #12 wire, 
#2684/TU10, MO tank; 2.4 uH. Used, 
#2697/TU10, PA tank; 1.35 uH. Used, 


FARADAY 48 VDC 100 

RORG@\iMe ma HORN, made for Tr 

é Bell Telephone; makes tec 
loud, penetrating sound w/screw- Tr 
‘driver volume adjust. Steel con- ai 
struction; recess mount. Front Ea 
Size 4x4%1.25; 1.25" panel depth. 4% ae 
=. lbs sh. #KS-12077L2, NEW, $5.95 


2 #. 
$4.25 


DELTA EMI 3 AMP FILTER $4.00 


with 3-prong plug; 115/ 
230 V 60 Hz. 2"W mount 


; » VARIABLE RIBBON INDUCTOR wit 
fits 1"x0.8" hole. #03GEEG3H. $1.75 5 tel S44 


*& motor drive; p/o Collins 180L 
ys antenna tuner. Two 5.4"L x 
3.37" dia coils with 288” of 
2 drawn silver ribbon (0.125"W 
: x 0.01" Th) wound between; 
approx 28 uH. Ribbon trans- 
ferred from coil to coil by 
28 VDC motor. O/a 9.3x5.8x5.8, 10 lbs. 
#L401/180L, used, $34.85 $28.95 


[IL-CO1L 200 AMP 250 VAC/600 VDC 0-60 Hz; ° 
8x8x3.8, 6 lbs. #FCSR-608, unused, $12. 


TE/AERVOX 2 X 10 AMP 120/240 V 50-60 Hz; 
= 1.5x3. 5x2, 1 1b sh. #A10DMS2Ci1, NEW, $2.50 


DR) GUE JIN-4480C 2 X 25 AMP 250 VAC 60 Hz; 
1 "Lxi. 9"Hx3"D, sh 1b. Unused, $4.95 


DC FILTER, 55 amps 30 VDC; two stud terminal 
2.8x5x2, 2 lbs. #537-6615, unused, $4.95 


FILTRON #FA-380 RFI DC FILTER, 3 X 10 amps 
28 VDC; 1.6x3x4.5, 2 Ibs. Unused, $4.50 


SINGLE SECTION 
[CAS CAPACTHT ~ 11-67 pf .O5" 
b ded | y 

¢# spacing. Has 


G-SERIES TRANS- i ESL i 


MITTING CAPACI- pount. SPerern 
TORS, used-good™ 
or unused as 
available. 


Ne for #6 screws 4-GANG, 20-535 pf per gang; pes ec ntl eee: aaa d wT 
Shft 3/8x1/4" dia; o/a 3.3x| 0.02" gap. Shaft 1/4" Lx1/4" | eee en oe nee eg: | ROLLER INDUCTOR 
1.9x2.8. #3D9067VE8, $4.95 | dia; o/a 6.8x1.9x3.3, 3 Ibs | '?2° Or 2€88 SPACING > | ASSEMBLY t/a 01m 


bo Hatt eich + ee it | 
3 12 MH e 
TUNIN CAPACI - ; ; By PAG SS a ee ees eee eh #igbISRISE tase tomate ae aa ae power amp; |47-turn 


Gi-type, 2.3"H x 2.8" ; TOR a Rr T6/ Dua 4-20 mmr oe voc AY pf, i-section 20-250 pf;_ coil (45 uH). Has right an- 
{4x3 SHAFT ayy", oB dual shaft 1/4" & 1/8" dia.) o16 drive with knob. Mount- 

CaROWELL 420 ed below (not shown) are 

. RF xformers, 22 & 82 pf 

aya eeakas pe pia suet. | 97CANG 10-60 pf/gang; 0. valetin atta hacer rts FeO |. 1500 V aice, 56000 

eK * | gap; shaft 1/4" dia. O0/a plese aA Sires mh schematic. 6.5x9.5x6, 9#. 
|4xi-5/8x4, useo, $4.95 1.5x4.3x1.5. ASP #4083, $4. | dia. O/a 1.5x4.1x1.8. $5. #L301/AM-66, used, $38. $32 

SINGLE 5-23 pf 1200 V pk; 1' 


x1/4" dia shaft; O/a 1.3x a _™ #NR-3475, 3-gang 25-475 pf/ 
2.3x1. #CT3E025, used $1.50 ..e ‘ 5 gang; shaft 3/4"Lx3/8" dia 
Maa? O/a 1.5x4x1.8. NEW, $9.95 


REM §3°38 95 O/a 1.5x3.5x1.5. UNUSED $5 


3.5"Hx3" di, $18.50 $12 
10.0 0.0002 
20.0 0.00005 


Y dias) $27. 50HS28 » PRECISION 


20.0 0.00015 Me TANK TUNE i ae a #NR-2045, 2-gang 10-45 pf/ 
CAPACITOR Be fb F section; 1"Lx3/8" di shaft 


-5"Hx5"dia tes - : " di i 
ease ihe right angle gear tuning; p/o}: or Ra a BC-610 xmitter; 2.9x9x5, 4#. 
amiga gear reduc- |GRC-109 receiver. Shaft 0.4" TU-50, 4-5 KHz range w/var-— 
elonteade ib.08" eGatine x1/4" dia; o/a 2.3x5.3x2, 2 |3-GANG 15-160 pf/section iable caps 8-99 & 9-143 pf 
ako AY apa re O/a Hees lbs. #C1012/R1004, used $10 0.02" gap; 1/4" dia shaft. Oh Vv, 7-100 pf 800 Vv, $20. 
JENNINGS Y-3 VACUUM CAPACI- | 2.8x3.3, 3#.#C9/SG-15, $12. 3-GANG, 22-600 pf per gang; fOr Sah oon, SSS se eee eae 12-18 Wiese ee 
TOR, 1-5 pf 17 KV peak; 0.02" gap. 1.8"L shaft 3/8") caps two 9-143 pf RBalOne 
3.3"Lx0.6" dia. Unused, $8. : TUNING CAP- | dia for 1.4"L; then 1/4" di| SrncLE-GANG 13-282 8-150 pf 1KV. USED, $15.95 
ACITOR ASSY last 0.4"L. O/a 2x6.8x3.3, pf, 0.02" air gap; - 


sa : f/RT-66-7-8 2#. #3G-600. used, $12.50 shaft 3/8"Lx1/4" : 
sede COILS Thad Cae ‘ xmitters; 6 SYHGERC GANG dia. O/a 1.9x3.5 ! H-K FM TUN RS 


sections: x2.4. #CB=-157; 


C-447B COIL “2 @ tour 8-64 pt] 20-400 pf aa saan es ian 
for BC-610 24 two 8-55 pf. 0.02" gap; nn 


met TS year? pe Also (pix. 4-23 pf] -eremes 20° 
MHz band. W/ |¢trimmers. Dual geared 3/8" cama 7 
variometer: |aia shafts; ype A 3/4x1/4" d-shaft; o/a 4x1.6 
Lia pad Be oo VARs 3 lbs. #3D9067E6, unused $15 x1.8. #C1003/T195, used $9. 
dia; 3# sh. 
dias ‘i a HARMON-KARDEN TUNERS 
UNUSED, $10. | 2-GANG, 14-78 ; SINGLE 12-475 pf , <i. « ; : w/ 
pf & 17-100 ns 0.02" air gap; ee AIR PADDER CAP |B stoi AM com~— 
PLATE TANK COIL for 2 KW pf 0.09" gap =m » | vertical mount. i > ponents. 75 ohm ANT & 300° 


power amp; 12-15 KHz range. Shaft 3/4"L. oe z Shaft 0.4"Lx1/4" ot” come: PADDER CAPS. ohm IF out. 1/4" dia shaft. 


PLUG-IN TUNERS RF Osc, Buf- | 


4-turns 3/8" dia silver-pla-]| 1/4". dia: 2 . dia; o/a 3.8x2.4@ bs 
ted tubing in 6.5"Lx5.4" dia] 6/4 5.3x1_5x3.3. 3 Ibs sh. | *2-5+ Used: PEON EE SRE #00234229 (Alps), 2 MOSFET 


pepe priser varioael en MS be-| pe nea ee ee #C123/URM25, $9." DRIVER ADJUST. RF, MOSFET mixer, IC oscil- 


nana jacks. #3C1087-12, $12. 6103/382 4-23 pf $.75 | lator & 3-gang capacitor; — 
os 2-GANG, 25-485 . ’ ’ 5.5x2.5x3.3, 


pf & 23-437 pf om 657-33 SS pf O70 gt hs 
: = y Aten = ‘ 62 F 
VACUUM RELAYS .6"di heen e nits; 0.06" SBL72265-2 8-32 pf  $.75 #FB113U13 


a nned gears. : ’ ‘ = ml | 

JENNINGS or equal; st t , O/a 4 nesehls. ; ot Sa ta See Alcor ' Tagen ane | 
: = . . . 4 wat - . 

26 VDC coils. Re 3#. #C-222/T195, used, $8. #366°640) 17-25 pf),.0- ATA oscillator; req -12 V; 3: Sem 
moved from equip: #P7761569-7 14-62 pf 3.3x2.8| imum gap, screwdriver ad 2.3x2.8. NEW $4r95 $3.50 _ 
#RB1J-26, SPDT 265 Se yf X2.3, 1/4" dia-shaft, $4.00] just; 1-9x1x1-6.. 91-95 


ohm; 12 KV pk 15 A . $C653/R174. 2- f gerew- [OLDER-STYLE TV TUNERS, AM 

AC/DC. Max operate (a Beara) ne aR HP T761569-3 15-77 pf 3.3x2.8 gale adj; - axeat 3. aoe : - 

18 ms; release 9 ms = 100° "156 MHZ —— x2.3, 1/4" dia shaft. $5.50 ; 
ded 3/4" b ; mi x “ Es yes ny - 

Threade / ase; o/a A.M. W/VARIABLE or #77660443-8, 8-26 pf, 5/8" x3}AG" dia peace Ola Does AMN-FM TUNER w/ 


225 Hx lL dia, l#. Sali. 1/4" dia shaft: O/a 1.8x 12DT8 tube and 
#RB3-26, DPDT 120 ohm 12 Kv | CAP«,COILS,TUBE Deis tie ate mocaat ieee 1.5x0.6. #KS14008, $1.25 dimly. Geanaeue 


peak; 30 amps AC/DC. Max SOCKETS. OSC. TRIMMER 6-75 pf SCD-adjust;|ibs. #2Ho2, $5. 


‘ sec.p/o SCR-522 [ital ae -3x1.6x1. 16. $1.25 
Beet" turecd' basat a) SxX5x : WT: *7Les SINGLE 10-140 pf 0,02° gap; {+->==-0=2~ SCTACOTSc 8 


ay ei ae 3/8"Lx1/4" dia shaft. O/a 3x SPIRAL INDUCTO- 
3°Hx1.3" dia., 1#. $52. PURI LOC sus eC sy Remy 1x1.5. #C12/T784 used $4.95 TUNER, 60-90 
: MHz 3-section 
#RE-6B, SPDT 120 ohm 25 KV FE E D-TH -APS 50 pf parall- 
pk; 25 A AC/DC. Max oper- ; UHF TUN 3 R el; 4.5 turns 
ate 25 ms; release 10 ms. Fi : ; silvered. 1.5x 
2.3" dia mtg flange; o/a 3.8x2. #37695, $8. 
3.3"Hx3.3" dia; 2#. $50. + ats iy hn, is hese b Ak ep , SECTION 


& ; 
pate Pree hd 4 “4 
#RB1D-26, SPDT 265 ohms; 12 BaOSs i with 31 : ae ee 2 PA AD wl TCH 
0 4 iD Collins 180R6/CU-749 anten 
KV pk 15 A AC/DC. Max-op © 1000 pt po i" LOA Wi TC! oe ie / 
8 ls 


MINI-TRIMMER, 9-25 pf; 1/4" 


18 ms; release 9 ms. 2.5"H capaci- =" PA BAND LOAD / ae ee ie Leeds 
xi" dia; 1.4"d flange. $60 |tors plus 0.02 mf disc caps sale , 


Z 81554 8x4, 450-900 MHz VAR SWITCH, good j ™ | to 50 ohms. Also if load is 
M #RJ1A-26 SPDT 335 ohm; ECPEL ARORA Lae paccuua udestor eageth rea on source of RF inductive, resistive or ca~| 


3.5 KV pk 18 A AC/DC. parts with 7 * = pacitive, & an SWR circuit. 
Max-op/release: 8 ms. i‘. je SPDT VACUUM See nue mn nae eee ma CRL 850-Ser- Discriminator outputs are 
153°H\x0.8" dia, $35. : ~ RELAY ASSEMBLY | ohm OSC out. Requires $15 y | ies 7.5 KV caps: 3/20, 40, DC voltages proportional t 
penne eennes (B+), 3-10 V (AGC), 0-30 V hl pete pf Fe a the ona Haas RF coum 
s plate ypass caps & nection. Use with a sensi-~ 
MICROWAVE der okey roe | (renee Sees Sage gee feet gee ateee veri, Weecer a jetoeme 
tenna tuner; coil : 18-pos ceramic switch deck; | meter in your own antenna 
HEWLETT-PACKARD 28 VDC 38 ohms. MAB TRANS- switch rotor has 9 connect- | circuit! 2x5x2, 2 lbs sh. 
33103A SPST MICRO- P ' O/a Sx6x2.3, 3#. | CEIVER uses ed contacts. 2.9x5.5x2.5, 2 | Used w/schematic, $14.95 — 
; WAVE SWITCH 0.1-18 #K712/180L3, used, $19.95 single xtal lbs. #S101/PRC47, used $20. ; a? 
QS cz; 2-sMA female channel in 
& 1-Microdot (f) bias conn. 2.3 to 4.5 mae gs despa PHASE & LOAD 
0.4x2.1xl. Used. $24.95 ARC-5 PARTS MHz range, 200 MW output. 5 : . INDUCTOR 
WW-2 vintage paratrooper a 2 = ASSEMBLY DISCRIMINATOR, 
ELCOM AT-53-10 ATTENUATOR, SCR-274/ARC-5 COMMAND SET radio is in waterproof By ie mie with 115 | functionally 
10 DB with SMA connections; !replacement parts: black plastic case; RS-38 vac 400 similar to 
gold-plated, 1.5x0.5" dia. | #7274 3-6 MC ist IF, $5.00 |mic is cut-off. With tubes ; 48, Hz motor | CV-531 except 
NEW, $14.95 $11.95 #7277 6-9.1 MC ist IF, $5. |3/3S4, 2/1T4, 1R5, 185. Re- , drive, referenced to 
#7279 " "3rd IF, $5. |quires 67.5, 135, & 1.5 VDC; 3.4" 1g 52 ohms plus 
#5856 ""  oscilator $5|less xtal. 8.8x2.8x7; 8 lbs.| x 1.75" dia coil; 28 turns third output 
#6234 " " RF sect. $9.|"AS-1S" with schematic, $12.| #18 wire approx 14 uH with | Proportional 
RCA 4012/1157 TWT, 2.0- #18197 239 KC I.F. $4.00 . center tap. Designed to re- | to relative ¢ 
4.0 Ghz, 36 db min., 20 Mw | #7249 5.3-7 MC BC-458/T-21 |CTE49214 HEADPHONES without | sonate antenna to a trans— antenna current; a 
pin. 15$"1 x 3$"_ x 18"w. xmitter PA coil. used $6. scull cap, used, $6.95 ceiver’s frequency. 4.5 2x3x3, 2#. Used, w/schen 
4 lbs. sh. Unused, $40.00 | #6032 6-9.1 MC BC-459/T-22 |CCI66081 WHIP ANTENNA, $5.00] 2.8x=.8, 5S lbs; used. tic. #T201/180L, $12.95 
xmitter oscillator coil $4. #TZO1/CU-991, $14.75 $12. 
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B-475, one 5/16" and one 
3/4"H x3/4" dia ceramics 
‘or 0.4" th panel, $.85 
B-2125, two 1.3"Hx1i.1" 
dia ceramics for 0.5" 
: hick panel, $1.10 
4 'PBR-2113, two 1"Hx1.3" 
ribbed ceramics for 3/4" 
thick panel, $1.50 
i 
U-PANEL ceramic split 
hing w/ 1" DIA CLIP for 
‘ip-in resistor or capaci- 
tor; one 1.1"H & one 5/8"H 
K1.4" dia ceramics for 1/2" 
thick panel. #TPB-CL, $2.50 


di 


IRRCELAIN STAND-OFF INSULA- 
| TOR w/CLIP for clip-in re- 
merce or capacitors. 2"H 
|} x1" dia w/90 angle at 


RCELAIN STAND-OFFS, no 
ses but screw threaded: 
-4H-75D, 4"H x 0.75" 


ia; #8-24 threaded. $.75 


$1. 


NSULATOR POSTS for mount- 
| ing capacitors, coils, 


0-24 screw on other. 


STRAIN INSULA- 
TOR, 43x28" 
dia; 1" dia 
core feed-thru 
ea 


TI-2122D, $.65 ea; 4/2. 


"long strain with 
8" hole at center offset;.| 
a 4.5x2x0.8, lit. $4.50 ea 


IN-88 SPREADER 
| INSULATOR, 
0.5" rd; 


0.1" holes 4/$1.50 


ADER, brown porcelain 
"Lx1.8"Hx1i"D reinforced 
-5" dia hole on ends; 7#. 
PI-85181, $1.95; 2/$5. 


O"Lxl"wx5/8"Th. Five holes 
Qn dia. #3G110-160, $1.50 


ABB Type LV SURGE 
ARRESTOR, ceramic 
unit rated 3 KV; 
Vase dia. -In= 
cludes iron mount 
bracket, ground 
wire with strap, 
hardware; 7 lbs. 
#ABB-LV4/91, $15. 


‘three 1/4" le bolt holes 
#HAND-92, used $3.75/pr 


etc. 
a “aepell square; 1/8" dis 


j ton. 


E: 3 | 
mad bs 


SCTAND-C 


w tf AY 


STAND-OFF INSULATORS, crows 
FEET TYPE. BRASS AND PLATED 
a BASES AND TERMINALS, 
tO : D=DIAMETER 
H=HE | GHTH 
M=MouNT BASE 
HOLES! CENT- 
ee ER DISTANCES 
cs ST=ScrREW TERM- 
ee INALS 
ait» CT=CLAMP TERM- 


#B-H3-D!. 25-ST3, BROWN CER- 
AMIC; M=2. 25". TERM, CAP 
size: 7/8x|-5/8" ola. 
SHpG. wT: 2-tps. $2.75 

#B-H4-D1.25-ST2, wHITe; M- 
2.25". TERM CAP: |x}25/8" 
DIA. 3" LBS. $3.25 

#XW-H5-DI-ST, wHIte; M-2.25 
TERM cap: &xI" ola. $3, oe 


#W-H5-DI.25-ST, wHITE; 
2.625". TERM CAP: sfonde 
DIA. 3 LBS. 

is H5-D|.25-CT, WHITE; M- 

2,25", TERM CAP: Ls ~5/8" 
DIA. 3 LBs. 4.00 
#B-H7-D1.25-ST, 


236". 
dia; 


brown, M- 
Term cap 1x1-3/4" 
3 lbs sh. $4.75 


QUANTITY DISCOUNTS on stand 
-offs! 10-25 ea (1-type) 20% 
OFF; 25% (26-99), 30% (100+) 


ANDREWS LIGHT- 

NING ARRESTOR 

consists of 

8.8"Lx0.5"H 

x1.i"W ceramic 

strain insula- 

tor with clip-in 625 ohm non 


j-inductive glass resistor & 


3"L discharge rods at the 
ends. #GC6501 unused, $14.95 


1AC LINE CORDS 


GROUND FAULT INTERRUPT (GFI) 
LINE CORD, 12 ft 3-conductor 
#18 AWG cord with RESET but- 
#18-GFI, NEW, $2.50 ea 


3-COND LINE CORD, 8 ft #18 
wire. Black; molded plug. 
#BL-3CG, used cut-off, $1.15 


"PIGGYBACK" CORD, 8' 3-cond 
#18; plug has receptacle for 
another plug. NEW, $1.65 ea 


tee eeeetreere tet 
#14 wire 3-COND CORD, 6 ft 
flat with right angle plug; 
black. #14-3CBF, $2.00 

+e Pete +e eH + + + + 
BUSINESS MACHINE CORD, 3- 
blade type with AC plug; 6' 
black. #HP-NS, $2.50 $2. 
++ eee eerrreeree t+ 
HEATER CORD type HSJ, 3- 
cond 7.5' #16 wire; grey 
molded R/A plug. #HSJ-16 $2 


SPST ROCKER DIP 
SWITCHES for FC; 
board use. Can 

be soldered or 
fit in socket. 
Grayhill mfg. NEW 


6-POSITION CERA-— 
MIC TAP SWITCH 
for 100 W BC-375 
xmitters; 2.3x2.3 
x1.8, 1 lb. NEW 
#329605 $3.95 ea 
10 for $22. 100 for $245. 


_breaker. 


BREAKER 


AN-3161-style PUSH 
BUTTON aircraft cir- 
cuit breaker, 24-30 
VDC; 2x3/4x2. Specify 
5,10; amp. 
Used, $1.25 each 


a A TES ee Se ie, 


CrR CUT T 


E-T-A CIRCUIT BREAKER, 
ETA #46-200-H push- 
button style with 
separate reset 

rocker & mount 

flange. Fits into 

3/8" hole; re- 

quires 2" depth. 

Rated 250 VAC; : 
specify 0.1, 0.3 or 3 amps. 
1.3x2.8x0.5. USED, $1.85 ea 


ETA #41-06-P30, small 1.9"H 
x0.8x0.4 250 VAC 0.5 amp 
UNUSED, $1.95 ea 


AIRPAX BUTTON BREAKER rated 
250 VAC/50 VDC 2.7 trip amp 
2.4"Hx1.4"Wx0.6"D. NEW: 
#PR11-1-2.00A-XX-V, $1.50 


HEINEMAN AM12HK- 
type, 2.5x2.8x2.3 


20 VDC 50 A $2.75 
32 VDC 8 A $2.50 
32 VDC 20 A $3.00 
50 VDC 5 A $2.00 


#AM33MG3, 
10 amp; 


two pole 115 VAC 
2.3x2.5x1.5, $2.50 


#JA2-A8-A, 240 VAC; 
17A, trip 21.25 A. 


hold 
$2.00 


HEINEMAN CD2 
type break- 
ers, ganged 
two pole. 
4.8x2x4, 2 
lbs. NEW: 


#CD2-Z1i0O-1, (Rt.) O.O35 A 
DC Cur P. (Lt.) 68 A 270 
VAC 60 Hz Cur 3. $4. $2.50 

#CD2-274-2, 10 A 132 VAC 
60 Hz T.D. 23; 125 A 10 VDC 
‘T.D. 3. $4.25 $2.75 

#CD2-A3-DU, two 18 amp 240 

as 


HEINEMAN PUSH RE-CIRK-IT, 
5/8" dia "fuseholder-size"; 

2.5 amp S50 VDC or 250 VAC. 
#KD1-2.5, NEW, $1.50 ea 


#CD1-Z4-1, 
600 VAC; 
x4.8. New, 


10 amp 
Se Liaw 
$3000 


> + > > + a a + 
#UPGi-1REC2, 65 
VDC 1.25 amps; 
delay 5i, trip 
1.57 amps. Aux switch 10 A 
250 VAC. 2x0.8x2.3. $3.00 


2-BUTTON PUSH SWITCH, black 
makes/red breaks momentary; 
3.5x1.6x1.1. #RB-BM, $1.50 


TAP SWITCHES 


TAP SWITCHES, 120/ 
240 VAC 10/5 amps 
unless otherwise 
noted; 22"%d. Used. 


#AHH-230; 2-deck 

3=pos and OFF. 
Cont. turn; 15/10 A. No 
knob; 3/168 a shft. $2.25 


PAX ELEC- 

TRIC 4-DECK © 

233°) x-2.3 ee 

SWITCH, 2- 

pole 1li-pos 

non-shorting ’ 

each deck. Gold- ciated con- 
tacts; shaft 3/4"Lx1/4" dia 
#SQ-SW-3650, unused $19.95 


APDT one stipe 2PDT 
OTHER SIDE,BOTH SIDES 
MOM.# 1155 New $2.00 


TV-2 tube test Pl 
lever sw; make 2- 
break 2. Removed $2, 


2PDT one side, 
two make, 
#LSW-EE-2, aes 


SPDT make before break and 
2/SPST normally closed; 
single hole mount. Tele- 
type #129596 (FSN #5930- 
259-6880), unused, $1.50 


2- SPDT momentary one side; 
other 2-SPST norm-open lock- 
ing. #SW-150, used, $1.50 


other 


used, 


ULT | 
pares 


PUSH 


0 


SWITCHCRAFT DwW-Type, each 
section DPDT 3 amps AC; 0.5 
A DC 125 V non-inductive. 
Can use T=-14 size lamp. NEW 
#67097-506, 9-button Push- 
on/Push-off; 1x63x1¢ $7.75 


#67137-506, 13-button Push- 
on/Push-off; 8g"W. $9.75 


KLIXON 15 AMP PUSH BUTTON 
w/2.3"W mount flange; fits 
1.4"x0.8"x1.4"D hole. 

#43A8304, unused, $1.50 ea 


0319 SPST 
39¢ 3 FOR $1.00 1, 


0320 SPDT MOMENTARY BOTH 
stoes. 65¢ Ea. 2 FOR $1.20 


MINI-TOGGLES, 120 VAC 6 AMP: 
Ce 8 4k RCS Oe 
SPDT ON-ON, used, $.60 ea 
SPDT ON-OFF-ON, used, $.75 

3PDT ON-ON, new, $1.50 ea 


SWITCHES 


c d 
MINIATURE SWITCHES, all new. 
Black: blk. White: wh. 


SPDT on-off-on, wh. toggle 
(b); Alco #MED1O6E, 75¢ 
SPDT on-on, blk. rocker (c) 

JBT #MR2-123, 65¢ 
SPDT on-on, blk. push-type 
Alco #MSP1OSD, 60¢ 
SPDT on-on l-side momentary 
blk or wh push; CK8168 65¢ 
SPsT black rocker; not mini 
Carling #123 $.60 
SPDT momentary push switch; 
C-NC-NO. C&K 8125, 2/$1. 


DP3T one side mom. (f) tog- 
gle; Alco #CST-O23TA, 2/$1 
DPDT on-on slide (h), 6/31. 


SUB-MINI SLIDE SWITCH, SP 
3-pos. #SLS-131PC, 4/$1.00 


KLIXON THERMOSTAT 
SPST 4 amp 250 V. 
Open @ 170 F +3 ; 
20 differential. 
2.6 dia. Xx, 0.9"D: 

unused, $3.00 ea 


TOGGLE SWITCHES, some sin- 
gle hole mount, some with 
mount plate; NEW or REM 
(removed from equipment. 


Me Pde ae 


two 


Ses TG) ta + 
AIRCRAFT-type TOGGLES, 
hole mount, 

SPST. new) 35/125 *“"B=15 -65 
(momentary norm-closed) 
SPDT new 5/125 B-9A -65 

(ON-OFF-ON) 


+ + + 


INDUSTRIAL-type TOGGLES: 
SPST rem 8/125 8817K2 
(above momentary) 
SPDT rem 8/125 ST-42D 
(ON-ON) 


DPST rem 5/125 ST-22K 


DPST rem 10/125 ST-5S2K 
DPDT rem 10/125 8824K14 
(ON-ON ) 
rem 0/125 ST-32R 
(ON-ON momentary) 
DPDT new 6/125 T-WB-87 .75 
(ON-ON, 1" mount barrel, 
1/2" dia white ball cap) 


4PDT rem 10/125 8905K6 1.40 
ON-OFF-ON 


4PST rem 15/125 7661K5 1.00 
4PDT rem ON-ON 34TS11-3 $1. 


et Soe eS ee Se 


- 35 


- 39 


235 
- 40 
+50 


DPDT - 30 


Ry, ES OO AE Oh ARES PR oe oe 


More DOLLAR-DAZE: 


TOGGLE SWITCHES, SPST 
cut-offs, 5/$1.00 


-MICROSWITCH kit, 
five SPST various foeewamom 
styles. $1.25/kit 


C&K KEYSWITCH 
for electronic 
equipment; SPST 
4 amp 125 V ra- 
ted. Two keys; 
depth. 


3/8" 
#CK-KY-SW, 


dia, i" 
NEW $3.95 


PUSH 
SELECTOR 


WHITE BUTTONS, |THRU 4 
SEPARATE CONTACTS, 5,6,7 
MAKE 2,3,4 RESPECTIVELY w/ 
COMMON. RED BUTTON RELEASES 
ALL. RATED @ [20/240vac 8 
stze:43x|2x2t; wt: 2 Les. 
GEFASP81 28-417 unuseo $.75 


CRYSTALS 


BLILEY 200 KHz CRYSTAL OVEN 
with CR-47 size crystal as 
used in R-390 &-392 recei- 
vers; 26.5 V, octal base. 
#TCO-1C-200K, $10.00 

++ eee tererrteretee 
200 KHz FT-241 CRYSTAL, $4. 
FT-241 CRYSTAL SET f/BC-604 
(SCR-508/528) WW-2 xmitter; 
80 xtals (chan 0-79), $85. 


JK-02 CRYSTAL OVEN 
meFoR CR-26 crysTALs 
OPERATES FROM 6.3- 
24.2 v. ac/oc, OCTAL 


PSFOR OME CRYSTAL AS 
“ USED IN R-994-257 
* Receivers. $1.95 
MoTOROLA#251B1003 FoR Two 
CRYSTALS AS USED IN 1-278- 
208 ETC. TRANSMITTERS$2,50 


3.6 MHz CRYSTAL OVEN, octal 
based unit has CR-28 type , 
crystal; 110 VAC. 4x1.8x1.5 

#Y501/FR-5, used, $7. 


12.0 MHZ CRYSTAL OVEN octal 
based unit has CR-36 crys- 

tals; 24 VDC. 1.8x1.3" dia; 

#XTL-MD203, used, $4.95 


EQUI! PMENT BLOWERS 


5-BLADE FAN, 6-3/4" dia mounted 


in 9.5x 


8x8 removable filter. Motor ra- 


ted 105 


3350 RPM; requires 4 mf 330 VAC 
capacit 
hind pa 


18 VDC 2400 RPM 5-BLADE FaN removed 
Sim oscilloscopes; runs well on 

6 VDC. 7" dia blade rotation; o/a 
8i"dia X 54" depth. Includes eight 
single TO-3 heatsinks; 8 lbs sh. 
#B401/USM, used, $16.95 


11.3 aluminum frame with 


/125 VAC 50/60 Hz 1/40 HP 


or (not supplied}; 5.3"D be- 
nel, 10 lbs. #B201/MD141, used, $12. 


FASCO DUAL BLOWER 50 C.F.M. 
115 VAC 60 Hz 0.74 amp @ 2800 
RPM. Outlets 2x1-5/8. One out- 
let is parallel to mounting 
base; other is at 90 , but can 
be modified as shown in pic- 


ture. Inlets 2}"dia. Overall 7$x6x5z, 12 lbs, 


sh. Fasco type 21, #127S217, unused, $10.00 


watts, 

12 VDC. 
frame w 
fan; 1 
#CNDC2 


VAC 25 


SEHK 


parts; 


CENTAUR 24 VDC AXIAL FAN, 11 


-5" thick, 2 lbs sh. 


5-BLADE COOLING FAN removed from 
military power supply; 42" dia ro- 
tatien. 115 VAC 0.1 amp 3300 RPM; 
w/capaciter. 22"D. #FAN-2054, $4.50 


Mini BOXER 12 VDC FAN, 0.13 amp; 
3.6" sq X 1". #3610NL, NEW, $10. 
PANAFLO MINIATURE 12 VDC FAN, 
2.3" sq. #FBP-O68-12L, NEW $7.95 


but operates well at 
4-3/4" square metal 
ith 5-blade plastic 


4K4-601, NEW, $10.95 


FAN-TYPE BLOWER, 115 Vac 
| 60 Hz 20 watts; 4" plastic 


fF noise motor in metal case- 
ment-type frame. Approxi- 
mately 100 CFM. 15x5x2, 


5 lbs sh. Howard #1075-3102, used, $4.50 


a ~ DUAL 220 VAC BLOWER, 


#URC683-KP, used, $15. 


QUAD: AXIAL 


QUAD-AXIAL FAN ASSEM- 
BLY, 8x22.5x2 housing 


with four IMC Super BOXER® WS2107F or equal 
fans. Each 4.5x4.5 7-blade fan rated 125 


W 115 CFM; 13 lbs. #4SBX-FN, NEW $32. 


9"x4" HEATSINK AS- 


Mie Sp PACE SEMBLY with 60 V 


transistors: 8 ea 
TO-3 similar to 
2N3055 and 8 ea 
TO-66 similar to 
2N3054 plus other 
4 lbs sh. #0425. used, $3.00 ea 


#HS-PL92 HEATSINK PLATE, 14x7.5x0.8, 4#, $4. 
#HS-3929A, 4.6x4.4x2.6 with 2N2226, used $3. 
#2734513, 3x4.5x1.3 for two TO-36, $1.25 ea 


#WE-HID 
25 amp 


#2T351- 


tors; 


#5D523-8 HEATSINK, 5x3xl-9/16; drilled for 3 


HEATSINK with diode approx 100 PIV 
s; 5x3x1.3) 1 lb. Used; $2,503 2/$4. 
4 with two 1/4" holes for transis- 
2.8x4.5x1.4 flat bottom, 1 lb. $1.50 


large stud rectifiers (1" dia recesses), $2. 


HEATSINK T-RACK, mount 8/TO-220% 
transistors and two diodes to 
circuit board. Drilled for 4-40 


screws; 


Page 30° 


8.5x2x1.5.° #HS-T-M12, $1.95; .2/$3.~ 


#THS-88, 2.5x3xi finned area and 


2.1x1.5" flange for TO-3, $.85 


SERIES 680 #1.0-GG55, 1.8" sq X 
1"H for 0.33" dia diode; $1.25 


' fan blades. Open frame low- 


: 1/8 HP 3450 RPM; approx 
t-s4 ’ pad 450 CFM. Removable 


frame; 6.5x29x7.5, 40#. 


COMPA 


9-blades, 


metal frame, 


60 


3.5 


TORIN TA300 3.1" sq X 1.6"D 
7-blade mini-fan in metal 
housing; 115 VAC 50/60 Hz, 
2 olbs sh. Unused, $12.95 


6" DIA AXIAL FAN, 115 V 60 Hz 
200 CFM; 5-blade in 6x6.8x1.5 


3#. 


ment is desired. Plugs into vehicle cigar- 
ette lighter and mounts on dash or other flat 
surface. Good-looking white plastic enclosure 
has black grill and pivots on mount to adjust 
angle. Includes 4 ft cord and brackets; 
9x3.4, 4 lbs sh. 


AXIAL FANS, 4&* squares 
Eig" thick; 115 Vac 


equipment; guaranteed. 


Rotronu MUFFIN®or sim- 
ilar; 3-blade 14W $7. 
S~BLADE axial fan in metal frame; 
18 watts. Variovs manufacturers, used, 
PAPST #23124F 18 VDC 2 watt or 30 VDC 3 W FAN; 


CT -AXIA 


Hz Removed from 


$9. 


square X 1" deep, NEW, $10. 


Used, $8.95 


COOLING FAN, 


4=5/8® dia. rotatiant no en- 
closure. Mounti bracket 
hole centers 5-7/8" apart. 
115 VAC 60 Hz. 2 lbs. sh. 


ROTRON CARAVEL 10" FAN, 


Airtrol #11-2100, NEW, $4.95 


550 


CFM free air delivery using 
S3-blade fan with special Fea- 
thered Edge for quiet opera- 
tion. 3.5" deep aluminum 
housing; self-lubricating 
bearings. Operates on 220 VAC 
60 Hz but will work on 115 


for use in cars, 


VAC at 50% rating; 8 lbs sh. NEW, $24.95 


HUPP VEHICLE FAN 


12 VDC HUPP FAN with os- 
cillating grill designed 


trucks, buses, RV’s, etc 


where "extra" air move- 


#HUPP-200-14, NEW, 


H=-P 400H. VTVM 


to +60 db. 


ble, 


decibels, 


$45.00; 


HEWLETT-PACKARD 400H VTVM with 
wide mirrored scale; 0.0001 to 
300 Vrms in twelve ranges, —50 
Response 10 Hz to 

4 MHz; 23 lbs sh. Used-repara— 
Checked, #85.00 
MANUAL, partial repro, $8.50 


HP-430C POWER METER, 
sion of 431C; 
We SEL Ts SK14 53°, 
MANUAL for HP-430C, 


etc; 


HEWLETT-PACKARD 431C MICRO- _ 
WAVE POWER METER, solid- 
state unit used to measure 
0.01 to 10 MW power in 7 
ranges over 10 MHz to 40 
GHz. Uses HP-478/486 therm- 
istors which are not avail- 
able. Output for voltmeter ——— 

or recorder. Requires 115/230 VAC 50- 1000 Hz 
U.Bx6.6%1 2254 


Sx 


12#. Used-reparable, $75.00 


MANUAL for HP-431C, partial repro, $10.00 
+teeeeeetee eee ereeteeete et 


older vacuum tube ver- 


0.1 to 10 MW in five ranges. 


+eteetteeeeeeeeteeete ett 
HP-200CD AUDIO OSCILLATOR, 5 Hz-600 KHz 
bands; output to 20 V open circuit. 
HP-652A TEST OSCILLATOR, 10 Hz-10 MHz in six 
bands; output to 3 V, 
attenuator. Used-reparable, $350.00 
HP-654A TEST OSCILLATOR, 
cept has balanced outputs 135-150-600 ohms 
and attenuation in 1 & 10 DB steps. $4 
RACAL 9303 DIGITAL RF LEVEL METER, 
3 V in 9 ranges; 


also has analog meter. 


18 lbs. Used-reparable, $45. 
partial repro, $10.00 


in 5 


$125.00 
0.025% using 10-step 


similar to 652A ex- 


25.00 


300 uv to 
response 100 KHz-2 GHz. 
Displays volts, watts, absolute ratio, 


$495. 


-P VHF GENERATORS 


HEWLETT-PACKARD 608E SIGNAL 
GENERATOR, best of 608-Series 
covers 10-480 MHz AM-CW-pulse; 
1 and 5 MHz calibration check 
points over entire range make 
+/-0.05% accuracy possible. 
Modulation 400 or 1000 Hz in- 
ternal; extermal 20 Hz-20 KHz, ~ 
O - 95%. Large 3.5" dia meters 
indicate Percent Modulation 
—— and Output Volts-DBM. Requires 
115/230 VAC 50-400 Hz; 16.4x13.3x21, 72 lbs. 
Used-reparable $350 $295. Checked $456°$375 
MANUAL for 608E, partial repro, $15.00. 
+e eee eter ererrerereeeet te tt 
HP-608D, older model; 10-420 MHz with 1 and 
5 MHz calibrator. Reparable w/book, $250. 
HP-612A GENERATOR, 450-1230 MHz AM-CW-Pulse; 
4£3.5x1.5x21 05, 634. Reparable, $205. $245. 
FIBERGLASS -TRANSIT CASE for HP608 generators 
30 lbs sh. #FIB-USM-44B, used, $40. $32. 


HP-8708A SYNCHRON- | 
_  IZER, phase-lock ~~ 
hess “frequency stabili- |} 
sh he comin = v4. zer for use with | 
4 48 HP-606B & HP-608F | 

~ signal generators. — 

Phase-locking allows stability of 2x10 per 
10 minutes. Frequency range: 50 KHz-430 MHz. 
4x16.8x18.3, 30 lbs. Used-reparable, $195.00 © 
MANUALS for HP-608E, -618C, -620A or -8708, 9 
partial reproductions, $15.00 each 


H-P MICROWAVE 


HEWLETT-PACKARD 620B SIG- 
NAL GENERATOR, 7 to 11 GHz 
in single band FM, pulse 
or squarewave modulation. 
Calibrated output 0.1 uv 
to 0.224 V into 50 ohms. 
Also second 0.3 MW uncalibrated outpde usa-_ 
ble for phase locking. Pulse rate variable 
40 to 4000 pps; width 0.5 to 10 u-sec. Uses 
5721 or equal reflex klystron. Requires 1157 — 
230 VAC 50-400 Hz. 13.9x17.5x17.4; 70 The oe 
Used-reparable, $325. MANUAL part-repro, 


eH RR RB OR ee ee 


Other HEWLETT-PACKARD generators; reparable: 


HP-618C GENERATOR, 3.8-7.6 GHz, $350.00 © 


HEWLETT-PACKARD 606A, | 
SO KHz to 60 MHz AM in 
six bands +/-1%. Out 
put 0.1 uv to 3 vol 
into 50 ohme, vernie 
and step controlled. 
400 or 1000 Hz modula-~ 
tion; built-inicry- 
stal calibrator pro- 
vides either 100 KHz or 1 MHz frequency q 
check points. Other features include con- 
etant output and modulation and low distor- 
tion. With cabinet; 10.5x19.5x13.5, 65 lbs. 
Used-reparable, $165. Checked, $235.00 

MANUAL for 606A, partial repro, $12.00 


HEWLETT-PACKARD 
333A DISTORTION 
ANALYZER, solid- 
state unit meas- 
ures total distor- 
tion to 0.1% of 
full scale over ; 
5 Hz to 600 KHz and harmbasen indicated to — 
3 MHz. Distortion levels of 0.1% to 100% 
measured full scale in 7 ranges and noise 
levels as low as 50 mv. Fundamental rejec- 
tion >80 DB. Automatic fundamental nulling — 
feature speeds up measurement process by 
completing rejection of fundamental when 
manually tuned within 10% of Set Leve a 
reference. Wide voltmeter indicates 300 uy 
to 300 V rms full scale in 13 ranges, 10 DB/ 
range. Requires 115/230 VAC 60 Hz; 16.8x5 
x13.3, 22 lbs sh. Used-reparable, $345.00; 
CHECKED, $450. MANUAL, partial repro, $15.00 


HP-332A DISTORTION ANALYZER, similar to 333A 
but no auto-null & hi-pass. CHECKED, $385. — 

HP-3590A SELECTIVE VOLTMETER MAINFRAME only-_ 

LESS oscillator plug-in. REPARABLE, $250.00 


WAVE ANALYZER 


HEWLETT-PACKARD 310A WAVE 
_ ANALYZER, a frequency se- 
lective voltmeter-receiver 
covering 1 KHz to 1.5 MHz 
with bandwidths 200, 1000 
‘and 2000 Hz; resolution 
hee i 200 Hz/div. Modes AFC-Nor- 
— ~~ mal-BFO-USB-LSB-AM. Ampli- 
tude ranges 10 uv to 100 V full scale, 16 
steps. AFC: dynamic hold-in +/-3 KHz min @ 
400 KHz; tracking 100 Hz/sec. Has headphone 
jack and is operable as VLF receiver. Re- 
ires 115/230 V 60 Hz; her eg rpb A iP 
Leu: 


HEWLETT-PACKARD 140A 
SCOPE (USM-309) with 
1405 DC to 5 MHz Dual 
race and 1421 Time 
ase Delay plug-ins; 
"dia CRT. Sensiti- 
vity: 5 MV to 10 V/cm 
n 1i steps, 1-2-5 
equence; vernier to 25 V. Displays channels 
or B alone, alternating or added. Sweeps 
ntensified Main, Delayed, or Mixed. Range: 
0.2 usec to 1 sec/cm, 21 step 1-2-5 sequence 
_ yvernier to 2.5 sec. Delay 0.2 usec - 50 msec 
fem in 17 ranges, 1-2-5 sequence; vernier to 
150 msec. Delay before start of delayed 
sweep 0.5 usec to 10 sec continuously varia- 
le. Also X10 magnifier, beam finder. Main- 
Tame is 20 MHz and accepts other 1400-Ser- 
es plug-ins. 16.8x9x18.4, 54 lbs sh. 
‘Used-reparable $145 $125. Checked, $195.00 
MANUAL f/above, part-repro, $15 w/set purch. 


500 KHZ SCOPES 


HEWLETT-PACKARD 130C 
: SCOPE, 500 KHz band 
width and 0.2 mv/cm 
sensitivity for X-Y 
amplifiers useful in 
phase measurements. 
"Soe Large easy-to-view 
15" CRT. Sensitivity: 0.2 mv to 20 V/cm in 16 
calibrated steps, 1-2-5 sequence; vernier to 
50 V/cm. Sweep 1 usec to 5 S/cm in 21 steps; 
ernier to 12.5 S/cm. Also 350 Hz squarewave 
librator, X2/X50 magnifier, auto trigger, 
_ beam finder; with manual. 115/230 vac 50- 
yeO00 Hz; 7.3x16.8x18.5, 38 lbs sh. Used: 
“Reparable, $135 $85. Checked, $185 $155. 


ai BOR 


HEWLETT-PACKARD 1710A 
PORTABLE SCOPE, DC to 
150 MHz response with 
dual channels, large 
6x10 CM display, and 
selectable input im- 
Q pedance 50 ohms or 1 

_ megohm. Modes Channel A or B, A+B, A & B al- 
_ ternating, A & B chop. Deflection: 5 mv-5 V/ 
div in 10 calibrated steps, 1-2-5 sequence 
Plus vernier to 12.5 Vv. Sweep: 20 ns-0.2 s/ 
diy in 22 steps, vernier to 0.5 sec and X10 
magnifier. Trigger normal, auto or single. 
Delay Sweep: 20 ns-0.1 s/div in 21 steps, - 
vernier to 0.25 sec; delay time varies 0.02 
us-2 sec. Calibrator 1 KHz squarewave, 1 V 
=p. Requires 115/230 VAC 50-440 Hz, 38 lbs 
- Used-reparable, $499. Checked, $595.00 
UAL for HP-1710A, partial repro, $22.00 


i-P SPECTRUM LYZERS 


HEWLETT-PACKARD 851B/8551B |Amstismermnmme. 
SPECTRUM ANALYZER, covers : eeee 
10.1 MHz-10 GHz; to 40 GHz 
using adapters (not avail- 
able). Bottom RF section 
has 60 DB display dynamic 
Pange; flat response over 
10 calibrated spectrum 
widths 100 KHz-2 GHz in 
1-3-10 sequence; image +e 
Separation 4 GHz. IF center freq: 20 MHz. 
7 CM top display; IF bandwidth: 1-3-10-100 
Hz, 1 MHz plus AUTO. Calibrated swee, 3 mS 
to 1 sec/em in six steps. Manual repro in- 
cluded; 20x16.8x18.9, 160 lbs sh, 1304 net. 
_Used-reparable w/BWO output, $1500. $750. 


[801A DUAL-TRACE 


AN/PRM-1A RADIO-INTERFERENCE- 
DIELD-INTENSITY SET, similar 
Stoddart NM-20B. Determines 

source of radiated and con- 

ducted interference and as- 

sociated radiation patterns, 

Major component is IM-37A RFI 
meter which covers 150 KHz to 
25 MHz in seven bands and mea- 
sures RF voltage from 1 uv to 
1 volt. RFI sensitivity: 2 uv/m} 
to 2 v/m indicated on meter and! 
via 600 ohm audio jack. Also 

includes ME-33 remote meter, Oe ae 
PP-427 115/230 VAC supply, an- i = 
tennas AT-211-212-213, adapters UG-104-105- 
537, impedance match networks CU-195-197, 

transit cases CY-749A-750, calibration book 
& manual. IM-37 7.8x14x16.5; set 120 lbs sh 
(UPS in 2 pkgs). GOV'T-RECOND., $375. $295. 


SINGLE SIDEBAND TEST 


am SG-376 TRANSISTORIZED 
*) TWO-TONE I.F. SIGNAL 
@™* GENERATOR for testing 
' SSB equipment. Has 
two 20 Hz-20 KHz aud- 
io oscillators and 
two independent IF oscillators. IF outputs: 
497.5, 498.5, 501.5 or 502.5 KHz only plus 
497.5 & 498.5 or 501.5 & 502.5 KHz simultan- 
eously. Output levels: 2-2.5 V into 600 ohms 
(AF); 1-1.25 V into 60 ohms (IF) with atten- 
uation to 100 db in 1 or 10 db steps. Re- 
quires 115 VAC 50-450 Hz. 5.5x19x1ll, 35 lbs 
Used-reparable $95. Checked $155. MANUAL $10 


; HEWLETT-PACKARD 1801A DUAL 
© CHANNEL PLUG-IN for 180- 
., a Series military USM-281A 
/ ¢ oscilloscopes; response DC 

en € to 50 MHz. Deflection 5 mV/ 
7 == div to 20 /di in 12 steps. 
: } . Trigger A, B, A+B, chopped 

& alternate; 6#. Gov't-recond w/manual, $85. 
*e 8 & & Ke kK eK KK KK Fe Fe Ke KK eK 


HP-10004D 10:1 PROBE upto 50 MHz. NEW $25.00 


VERTICAL PLUG-INS for TEKTRONIX 535/545- 
Series and other scopes, used-reparable: 
TEK CA Dual-Trace DC-24 MHz, $2560 $40. 
TYPE G Wide-Band DC-20 MHz (not TEK) $15. 
TEK 53/54K Fast Rise/High Gain DC, $25 $18 
TEK L Fast Rise/High Gain AC-DC, $35.00 
TEK O Operational Amp, $85. MANUAL repro $15 
TEK Q Transducer-Strain Guage, $445. $100. 
TEK 1A1 2-Trace 30/50 MHz Tek 545/547, $49. 
TEK 82 Dual-Trace for Tek 581/585/A, $50. 
TEK 10A2 Dual-Trace for Tek 647, $2100 $60. 
TEK 7A16A SINGLE-TRACE for Tek 7900-Series 
scopes; DC to 225 MHz. Reparable, $125. 
t+ +eteteteeereeeeete te tet te eee eit 
TEK 585A SCOPE w/Type 82 Dual-Trace plug-in; 
80 MHz response, sweep delay, 6x10 cm dis- 
play. 80# (UPS in 2 pkgs). Reparable, $150. 
TEK R453 SCOPE, rackmount Tek 453, DC to 50 
MHz dual-trace; 45 lbs. Reparable $273 $200 
TEK 454A PORTABLE SCOPE, DC-150 MHz with 
dual-trace, sweep delay, and 8x10 cm dis- 
play; 36 lbs. Used-reparable w/trace. $350. 


TEKTRONIX 1106 BATTERY PACK 
for 455. 465 & 475 scopes 
w/option 017. Nickel-cad- 
mium batteries provide 22 
to 24 VDC 7 AH 5 amps max. — 
Charges from 90-120/200-240 VAC input. 2.6x 
11.5x1i7, 20#. GOV'T-RECOND w/book. $425. $99 


SG-823/URM-144 TwO- ge perce ae sg 
TONE REFERENCE GEN- eae alien 
ERATOR for measuring 
receiver sensitivity 
and SSB transmitter se 
distortion. Has two 5 Se 

RF outputs usable independently or in 
combination without intermodulation effects. 
Outputs 2, °S.:6,° 4;.-7 62, 8) 14.4,  16,°°28.8 
MHz at 100K u-volts max into SO ohms. Freq 
adjust +0.05% (A), +*0.0025% (B). Requires 
115 VAC 60 or 400 Hz. 5.5x19x11, 35 lbs sh. 
Used-reparable $90. Checked $146. MANUAL $10 


POLARAD 1108M4 SIGNAL 
GENERATOR with 1001M4 
MODULATOR (not pic- 
tured), generator 
covers 7-11 GHz 
CW-Squarewave-FM-AM 
read on 4-digit mech- 
anical counter. Output 0.1 to 300K uv or +3 
to -127 DBM. Squarewave 800-1200 Hz; FM 
sweep adjustable 5 MHz over most of band. 
1001M4 has controls Pulse Width 0.2-10 usec, 
Rate 10-100 Hz/sec (xi, xi0, x100), Delay 
2-20 (x1, x10, x100) and FM Amplitude 0-10. 
Tube and transistor circuitry; requires 115/ 
230 V 50-400 Hz. Each 5.3x16.8x18.3; 85 Ibs 
sh (UPS in 2 pkgs). Used-reparable, $425.00 


10 KHZ TO 5&0 MHZ 


AN/URM-25F SIGNAL GENERA- 
4%, TOR, covers 10 Khz to 50 
Mhz AM in nine bands. RF 
} output: o.1 to 100K micro- 
volts into 50 ohms; 2 V 

) adjustable across high 

, load impedance. Modula- : ea 
tion 0-50%, 400 or 1000 AGC-DC CAL STANDARD 


Hz internal. 1 Mhz cali- 


RFL 829 AC-DC CALIBRA- 
TION STANDARD for DC- 
AC instruments. Full 
scale DC volts ranges: 
0.25 mv to 2000 V in 
13-steps, 2-5-10 se- 
quence. AC volts: 1.5- 
750 MV in 9-steps and : 
1.5-1500 V in 10-steps, Oe a EE 
15-30-75 sequence. AC-DC amps full scale 
ranges: 0.05-20 amps in 10 steps, 5-10-20 
sequence. Accuracy +\-0.5% of full scale on 
ha i H Fn £% : large 6" wide mirror-backed meters. Frequen- 
ME 77 V OL , e : cy range 50-1000 Hz. Standard cell and orig- 
inal calibration books not available. Copy 
of general cal-book and operating info in- 
cluded. Requires 115 VAC 50-400 Hz; 22.8x 
32.3x16.5, 200 lbs sh. Used-reparable, $350. 


ACCESSORIES available w/purchase of URM=-25F: 
BOOK=partial repro,$10. DA-109 Dummy Load $6 
CX-2919 Test Lead Adapter, $7.50 
CU-406 Impedance Matcher, 500 ohms up, $7.50 
CU-408 Impedance Matcher, 70 ohms, $7.50 

BNC Cables, 6", $1.00; 4 feet, $1.50 


nhs. (nae 


- 


ME-77/URM-105C VOLT-OHM- @& 
METER, handy meter in 
ruggedized plastic case 
has DC & AC ranges 0-10- 
100-1000 V; resistance 
0-2K-20K-200K-2M-20M 
ohms. Response 30 Hz-10K 
Hz; has 3.5" dia FS=50 
ua-meter. Requires two 
AA batteries for X1-X10- —— 
*X100 ohms; 22.5 VDC battery (not available) 
for X1K-X10K ohm scales. W/test leads & al- 
ligator clips; 6. ¢4x3.3, 3#. Used-good, $22 


BRIDGE 


ZM-4 RESISTANCE BRIDGE, 
portable Wheatstone 
bridge used to measure 
DC resistance of commu- 
» nication and power lines 
to determine shorts, 
» crosses, and grounds. 
, Resistance measurement 
Prange 1 ohm to 1,011 M- 
. — Ohms +/-0.15%3 resist- 
ance box range O to 10,110 ohms, 16-500 ma. 
Galvanometer indicates degree of balance in 
test circuit. Requires three "D" batteries. 
Also 22.5 to 200 VDC for more accurate 
readings above 1000 ohms. 5. 8x7.3x8. 8, 
12 lbs sh. Used-reparable, $49750 $39.50 


Special Test Equipment, Used-reparable: 
FLUKE 207-1 VLF-RECEIVER COMPARATOR. 8-31.9 
KHz, 100 Hz steps; w/chart recorder, $495. 
MARCONI TF-2300B AM-FM MODULATION METER, 
4-1200 MHz, FM dev to 500 KHz. Used, $895. 
MILITARY TS-488A X-BAND ECHO BOX, $400.00 
MILITARY TS-2669 (Acton 490B) ENVELOPE DELAY 
DISTORTION MEASURING SET. 0.1-600 KHz, $250 
SINGER/STODDART NM37/57 EMI METER, 30-1000 
MHz in 8 bands; with antennas. Used, $1250. 
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SOLID-STATE .MULTIMETER 


HICKOK 1604M SOLID-STATE MULTI- 
METER, achieves high gain by 
using chopper to allow use of 
AC-coupled amplifiers; AC re- 
sponse to 700 MHz. Full scale 
ranges 0-300 VAC in seven steps 
and 0-1500 VDC in eleven steps, 
both 0.5-1.5-5 sequence. 0-150 
MA DC in 14 steps 0.15-0.5-1.5 
, sequence. 0-500 megohms in 
steps Rx1 thru Rx10M. AC probe has EA53 tube 
Includes AC and DC probes, two test leads, 
and partial repro of manual. Requires 115/ 
230 VAC 50-400 Hz. 7.5x5.5x9.5, 13 Ibs sh. 


Used-reparable, $85 $70. Checked, $133 $105. 


HP-312A FREQ-SELECTIVE 


HEWLETT-PACKARD 312A 
FREQUENCY SELECTIVE 
VOLTMETER, covers 1 
KHz to 18 MHz AM, AM 
AFC, BEAT, USB, LSB 
in 18 overlapping 
bands indicated on 7- 
digit readout. Fea- 
tures synthesizer for 
tuning that is phase- 
locked in 1 MHz steps. Bandwidth 200, 1000 
or 3100 Hz. Reference level -40 to +20 DBM 
in 10 DBM steps. Amplitude -60 to O DB in 

10 DB steps. Impedance selectable 50, 60, 
75, 124, 135, 150 or 600 ohms balanced or 
unbalanced. Audio output > 0.5 V rms into 
10K ohm full scale deflection. Recorder out- 
put 1 V full scale deflection open-circuit. 
Requires 115/230 VAC 50-400 Hz; 16.8x10.5 
x18.8, 51 lbs. Used-reparable w/book, $295. 


»{ TS-723 DISTORTION AN- 
|) ALYZER, similar to 
Hewlett-Packard 330B; 
used to evaluate out- 
, put of audio amplifi- 
| ers. Measures harmon- 
3 mre ic distortion as per- 
centage or in decibels and noise level in 
RMS or DB values referenced to 1 MW across 
600 ohms. Response 20 Hz to 20 KHz; distor- 
tion sensitivity as low as 0.3% of meter 
full scale. Noise amp gain: 40 db +/-1 db 
from 20 Hz-15 KHz. Set-level amp gain: 20 db 
+/-1 db 20 Hz-20 KHz. Input impedance 200K 
ohms shunted by 40 pf. Built-in AC VTVM has 
ranges 0.03-300 Vrms in 8 steps; -30 to +50 
db in 8 steps. VTVM response 10 Hz-100 KHz. 
With tubes OD3, SY3, 3/6AC7, 2/635, 4/6SIJ7, 
6Y6. Requires 115/230 VAC 50-1000 Hz. i10.5x 
19x12, SO lbs. Used-reparable, $165 $99.50 
Checked, $2t0 $150. MANUAL, part-repro $10. 


TEKTRONIX 465M SCOPE 


TEKTRONIX 465M (AN/ 
USM-425) OSCILLOSCOPE, 
militarized portable 
dual-trace unit has re- 
sponse DC to 100 MHz and 
8x10 CM display. Deflec- 
tion 5 mv to 5 V/div in 
10 calibrated steps in 1-2-5 

sequence plus vernier. Vertical modes: 

View, 20 MHz BW, CH 1, ALT, Add, Chop, 

or X-Y. Sweep 0.05 usec to 0.5 sec/div 

steps + vernier$; delay 0.05 usec to 50 

div. Inputs: 1 Megohm paralleled by 20 

Also X10 magnifier, adjustable handle, 

cover and manual copy. Requires 100-132/200- 
264 V 48-440 Hz; 7x1.7x21.5, 32 lbs sh. 
Used-reparable w/trace, $350. Checked, 


SOLID-STATE OSCILLATOR 


AN/URM-127 SOLID-STATE 
AUDIO OSCILLATOR, 20 Hz to 
200 KHz in four bands. Me- 
tered output 0-10 Vrms in- 
to 500 or 1000 ohms in 7 
decade ranges. Design ac- 
, curacy +/-2%; stability 
+/-0.5%. Requires 115 VAC 50-70/380-420 Hz. 
7.5x13x4.5, 15 lbs sh. Used-reparable, $65. 
Checked, $115.00; MANUAL partial repro, $10. 


$495. 
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H-P USM-338 O-SCOPE 


AN/USM-338 OSCILLOSCOPE mil- 
itarized Hewlett-Packard 
1707B solid-state 75 MHz 
dual-trace scope is mil-spec 
rated to 50 MHz DC response; 
6x10 CM display. Deflection: 
5 mv - 20 V/div in 11 ranges 
1-2-5 sequence + vernier to 
50 V. Modes CH A, B, A-B ALT, Chop, and A+B. 
Sweep: 0.1 usec to 2 S/div in 22 steps, ver- 
nier to 5 sec. Delay: 0.1 usec to 0.2 s/div, 
vernier to 0.5 sec. Input: 1 megohm shunted 
by 30 pf. Calibrator 1 KHz squarewave, 1 V 
p-p. Also X10 Magnifier and Beam Finder. 
With front cover and manual copy; probes not 
included. Requires 115/230 VAC 48-440 Hz or 
11.5 to 38 VDC input; 10.3x13x20, 42 lbs. 
Used-reparable, $250.00; Checked, $350.00 


MHZ AM-FM 


HEWLETT-PACKARD 8640B 
f opt 323( AN/USM-323) 
SIGNAL GENERATOR, rug- 
_ gedized military ver- 
' sion of popular solid- 
state HP-8640B. Covers 
500 KHz to 512 MHz AM- 
s using 6-digit 
ne external freq 


or 5000 Hz. Pulse Trexi 
tion 10 Hz (0.5- ~4 MHz), / 


atur ‘seventh 1/2 digit, 
Gefial count input, or phase- 
transit case. Requires 103- 
127/207- 242 VAC 48-440 Hz: 7. 8x19.5x22.4, 70 
lbs. Used-checked w/manual copy, $1250. $995 


AN/USM-37D STANDING 
WAVE RATIO MEASURING 
SET for accurate SWR 
} measurements over 3 

' to 12.4 GHz. Consists 
' of Hewlett-Packard 
415E SWR indicator, 
444A untuned probe, 
806B 3-12 GHz coaxial slotted section, 809B 
slotted carriage, H810B (7-10 GHz) & X810B 
(8.4-12 GHz) waveguide slotted sections, 

H & X281A waveguide to coax adapters, HX292B 
waveguide adapter, and fiberglass transit 
case. HP-415E is solid-state tuned audio 
amplifier designed for use with square-law 
detectors to determine SWR and attenuation. 
Range 70 DB in 10 & 2 DB steps. Meter scales 
for SWR: 1-4, 3.2-10 (NORM), 1-1.24 (EXPAND- 
ED) and DB: 0-10 (N) or 0-2 (EXP). Amp out- 
put 0-0.03 uv (N), 0-0.08 (EXP). Requires 
115/230 VAC 50-400 Hz. HP415E 7.8x6.2x11; 
set wt 40# sh. Used-reparable w/book, $495. 


TS-1010/UPM-84 SPECTRUM 

ANALYZER, covers 10 MHz 

to 44.88 GHz in eight 

bands; 5" SADP7 CRT dis- 

play. Resolution at 3 db 

points: 20 KHz over range. 

Dispersion: 500 KHz-5S MHz 

adjustable (10-55 MHz); 

500 KHz-25 MHz (55 MHz 

and up). Spectrun cali- 

brator. 160 MHz center freq 

+12.5 MHz. Sensitivity as low as -63 db 
(10-150 MHz); 40 db (2.0 GHz up.) RF attenu- 
ation 100 db uncalibrated internal 10 MHz to 
12.4 GHz; external attenuators required 
above. IF attenuation O-60 db in 6 db steps. 


Requires 115 VAC 60 Hz. 17.3x19x26, 230 lbs 
sh w/case. Used-reparable, $425700 $345.00 
MAINTENANCE MANUAL, partial repro, $15.00 
OPERATOR'S MANUAL, partial repro, $8.50 


> > > *- > > + - * + a > * * > al > > > > + 
ACCESSORY KIT for UPM-84 including five 
bandpass filters for segments of 0.75-11.8 
GHz range, three variable attenuators and 
three coax to waveguide adapters for 12.4- 
44.88 GHz; 20 lbs. $85.00 with set purchase. 


SIERRA 


SIERRA 128A FREQUEN 
CY SELECTIVE VOLT-— 
METER for analyzing 
carrier signals 
over 10 KHz to 15.: 
MHz LSB-AM-USB; 


istor frequency lock 

Could probably be ~ 
used as receiver. Separate circuits for MHz 
and KHz tuning each with controls COARSE, ~ 
FINE, CURSOR, and input TRACKING SIGNAL BNC 
jack. Voltmeter has ranges 30 uV to 30 V in 
13 steps; DB ranges -90 to +30 DB. Select 


also Selectivity WIDE-NARROW, 
LOCK-CONT, Audio GAIN, and phone jack. 
quires 115 V 60 Hz or 28 VDC 220 ma. May hav 
brown or beige front panel; 12x 20x15.5, 52 
lbs sh. Used-reparable with book $165.00 


SIERRA 360B SPECTRUM 
DISPLAY for use with 
Sierra 305A or 128A 
selective voltmeter; : 
has 3x5 P7 long-per- ¢ a 
sistence CRT. Sweep width 120, 12, or 3.6 
KHz, 25 DB response. Rate: 3.5 /1 sec Norm- 
al/Search @ 120 KHz width; 10/3.5 sec @ 12 — 
or 3.6 KHz. Attenuator 0-20-40 DB calibrated 
plus +5 to -20 DB vernier. Marker amplit 

+5 to -20 DB. Input impedance 50 ohms; IF 

input 21.1 MHz @ 50 uv. Oscillator input 
18.8 MHz. Requires 115/230 V 50-60 Hz; 5.3x 
19x15, 28 lbs. Used-reparable w/book, $150. 
Ruggedized CASE & FRONT COVER f/360B, $20.00 


HEATHKIT GENERATOR 


HEATHKIT*EUW-~27 SQUARE- 
SINE GENERATO dual out- 
put bench generate has 
common frequency control 
» for 20 to 200 KHz using 
dial and X1-10-100-1K-10 
multiplier. Separate a D- 
ree controls with Range select 0.1-1-10 V 
for squarewave and 0.01-0.1-1-10 V for sine 
wave. Tube-type using two 12BY7’s for output 
requires 115 VAC 60 Hz. 7.1x11.2x9.6, 15 
sh. Used-reparable w/output, $39-50 $32. 50° 


AN/URM-25 SIGNAL GENERATOR 
with accessories}; covers 10 
KHz to 50 MHz in 9 bands. 
Output to 100K uv into 50 
ohms. Modulation 0-50% 400 
or 1000 Hz; internal 1 MHz 
calibrator. Includes MX-1487 


attenuators CN-223-224, 
repro. Requires 115 VAC 60 Hz; 
52#. Used-reparable, $90. Checked, $159.50 


OK OK OK OK OR OR OK OK OR OR Ok Ok ok kK ok ok ok 


8 TO 405 MHZ Aare 


GENERATOR, older 
version of URM 
3-405 Mhz AM-CW in six bands; output 0.1 
50K uv into 50 ohms. 0-50% internal modula= 
tion, 400 or 1000 Hz. Requires 115 VAC a 
1000 Hz. 11$x153x10%, 42 lbs sh wt. 
Used, reparable, $90.00; 
MANUAL, pelea reproduction, vr 00 


SG-677 SWEEP GENERATOR, 

solid-state covering 

0.5 to 1200 MHz in ran- 

ges 0.5-300 & 300-1200 

MHz; output 0.5 Vrms 

into 50 ohms. Sweep ps ; 
width continuously variable 0. 01- 1 MHz (Nar 
row), 0.5-400 MHz (Wide). Sweep rate cont 
uously variable, 5-60 Hz. Attenuation 0 - 
DB in 10 DB steps + vernier; markers 1-10- 
MHz. Texscan mfg; requires 115 VAC 60/400 
10.5x19x17, 38 lbs sh. Used-reparable, $19 
MANUAL, partial repro $12. TRANSIT CASE, $ 


oe eee pay 


mission line and sys- 


2500 useo sSquarewave or modulated. 
115/230 Vac 50-1000 Hz. 


204C Oscillator, 403B Voltmeter, 


‘power. 


TEST. EQUIPMENT 


TS-403 SIGNAL GEVERATOR 
similar to Hewlett- 
Packard 616B; 1.8 to 
4.2 Ghz directly cali- 
brated. Output 0.1 uv 
to 200K uv into 50 ohm 
load monitored on 3%" 
round Power Level meter 
Internal modulation 40 
to 4000 Hz. External 
tick requires -40-+70 V; width 1 to 
Requires 
174x13§x13%, 70 lbs 


_ Used-reparable $195° $165. MANUAL, repro $10. 


$G-557/TS-621 SIGNAL GENERATOR, 3.8-7.5 GHz 
FM, CW, pulse; similar to HP-618. 17.5x14 
19. 5, 110 lbs. Used-reparable w/book, $215. 


_ HEWLETT-PACKARD 3550B @ 
CARRIER TEST SET for 
field testing trans- 


tem characteristics. 
Includes solid-state 
and 353A 
Patch Panel described below in transit case. 
Beige-color 204C, 403B, 353A may have "“yel- 
lowed" appearance. 8.4x19.3x13.3, 36#. USED: 
‘Reparable, $245. $195. CHECKED, $285. $295. 
HP-3550A CARRIER TEST, earlier grey-version 
w/204-B, 403B, & 353A. Used-reparable, $150. 
t+tettet tee etree ereteteet 
: HP-204C AUDIO OSCILLATOR, 
covers 5 Hz to 1.2 MHz in six 
ranges. Distortion 0.1% over 
30 Hz - 100 KHz; <1% overall. 
Output >2.5 V rms into 600 
ohms; 
put control > 40 DB continu- 
ously variable. Requires 115/ 
2 ¥ -400 Hz; provision for 6 V battery 
5.1x6.3x8, 9 lbs sh. UNUSED, $350.00 
Used-reparable, $175 $99. Checked, 
HP-204B OSCILLATOR, earlier version of "C"- 
model but 5 Hz-560 KHz. Used-reparable, $75 
MANUAL f/HP204B or -C, partial repro, $10 ea 


HP-403B AC VOLTMETER (Option 

001), solid-state unit measures 

0.001 to 300 V rms in 12 cali- 

brated steps, 1-3-10 sequence; = 

-60 to +50 DB in 10 DB steps. bo 
Response 5 Hz-2 MHz. Option 001 
provides designed accuracy of e 

+/-0.2 DB of full scale 10 Hz- 

1 MHz; < +/- 0.8 DB overall. 

Input impedance 2 megohms shunted by < 60 pf 
‘to 0.03 V; < 30 pf to 300 V. Operates from 
115/230 VAC with recharge circuit for four 
6 V 225 ma batteries. 5.1x6.3x8, 9 Ibs sh. 
Used-reparable, $75.00; Checked, $115.00 
MANUAL for HP403B, partial repro, $10.00 


HP-353A TELEPHONE PATCH PANEL, 
50 Hz-560 KHz freq-range; imped- 
ance 135, 600, & 900 ohms CT. 
Attenuator 110 DB in 10 and 1 DB 
steps. With two 3-terminal bind- 
ing posts for external circuit 
and two BNC connections. 5.1x6.3 
x8, 9 lbs sh. Used, $55.00 
_ -HO2-353A PATCH PANEL, similar to above ex- 
cept attenuator 23 DB (+/- 0.5 DB) i-step 
La slide switch & has Hold Circuit for SEND 
terminals. Response 300 Hz-3 KHz, 240 ohms 
DC-res. Max voltage: 150 VDC 100 ma. Jacks 
for W.E. 309 aud 310 plugs. Used, $65.00 
HO3-353A, like HO2 but with RECEIVE & SEND 


term.; jacks for WE 309-310-241 plugs. $75.. 


SWEEP GENERATOR 


HEWLETT-PACKARD 8601A SWEEP 
GENERATOR, compact unit ~ 

yet covers 100 KHz to 110 MHz 

~ in two bands 0.1 to 11 and 
1 to 110 MHz with +/-1% de- 
sign accuracy. Output +20 

to -110 DB in 10 DB steps and 13 DB vernier; 
CW or Sweep SYM-Video-Full. AM-FM modulation 
1 KHz. Requires 115/230 VAC 60 Hz. 6x7.8x16, 
26#. Used-reparable w/output & manual, $395. 


>5 V open circuit. Out- | 


$175 | 


SOLID-STATE. SCOPE 


OS-106/USM-117 TRANSISTOR- 
IZED OSCILLOSCOPE, DC to 5 _ 
Mhz bandwidth, 4QP2 rec- 
tangular CRT, and is very 
compact. Includes MX-2996 
high gain vertical plug- ink 
Plus has dual-trace capa- 
bilities when used with 
MX-2995 plug-in (not in- 
cluded). Sweep range 0.1 
usec to 0.1 sec in 19 calibrated steps in i- 
2-5-1090 sequence. Vertical sensitivity: 0.01 
v/div to 20 v/div in 11 calibrated steps 

in 1-2-5-10 sequence, variable to 50 v/div. 
Input impedance 1 Megohm shunted by 47 pf. 
Calibrator generates 1 Khz square wave at 
either 0.04 or 0.4 V p-p. Requires 115 VAC 
50-60 or 400 Hz. 8.5x9.8x15; 20 lbs. Used-— 


reparable, $465. $95. Checked, $265. $175. 
USM-117 with DUAL-TRACE MX-2995 PLUG-IN in- 
stead of MX-2996, add $75 to above prices. 
MANUAL for USM-117, partial repro, $15.00 
MANUAL for MX-2995, partial repro, $15.00 


SIERRA 340B ENVELOP 
DELAY TEST SET, 
ssolid-state unit 
designed to cover 
CCITT and WE voice 
and group carrier 
mulithies system frequencies. Separate 4-di- 
git readouts for delay in U-sec and frequen-— 
cy in KHz. Carrier freq 300 Hz to 110 KHz in 
two ranges; delay O-20K usec (25 Hz modula— 
tion), O-2K usec (250 Hz mod). Input/output 
Z select 75-135-600-900 ohms. Transmitter 
output —20 to +10 db; receiver -45 to +20 db 
Requires 115/230 V 60 Hz; 5.3x19x15.8, 32#. 
Used-reparable, $195. Manual part-repro, $12 


MULT IMETER 


ba) ME-—297/USM-223 FET MULTIMETER 
Fimeasures volts AC and DC to 
45000 V in sequential ranges 
2.5-10-50 ta 5 KV, AC/DC 1000 
ohm/v or DC 20K ohm/v. Also DC 
current to 10 amps in full 
j scale ranges 0.25-2.5-10-50- 
7 100-S00 MA DC and 2.5-10 amps. 
Resistance scales xikK-10K-— 
1OOK-1M-10M ohms. Includes rugged plastic 
case, 4.5" dia FS=50 ua meter, red-black 
test leads and front cover. Requires 6-PXB!i 
1.23 V and 1-"C" batteries (not included). 6x 
7.4x8.8, 7 lbs sh. Used-reparable, $34.95; 
Checked $54.95; Manual partial repro, $8.50 


ME-26C MULTIMETER, measures 
AC or DC voltages and resis- 
tances at frequencies from 
20 Hz to 700 MHz. AC-DC volt 
ecale 0 to i, 3, 10, 30, 100 
and 300 V; to 1000 V DC 
only. Resistances measured 
from O to 500 megohms in 
seven ranges. DC input im- 

' pedance: 122 meg ohms; AC 
input >0.1 megohms @ 100 MHz. Vacuum tube- 
type including 2-01C in AC probe. Requires 
115/230 VAC 50-1000 Hz. 7x11x7.5, 15 lbs sh. 

Used-reparable, $65 $45. Checked $99;3U $85. 
MANUAL for ME-26D, partial repro, $10.00 


FREQUENCY SELECTIVE 


SIERRA 125B FREQUENCY 
# SELECTIVE VOLTMETER 
for carrier communica~ 
tions measurements or 
usable as VLF receiver, 
if you make a preamp 
for it. Frequency range 
oe . 1-620 KHz in one band. 
Attaaddator -70 to +30 DB in 10 DB steps or 


°0.0003 to 30 V-rms full scale in 11 steps. 


Bandwidth 250 or 2500 Hz, line impedance 135 
or 600 ohms, and two calibrators. Requires 
115/230 VAC 60 Hz; 10.3x17x14.5, 40 lbs sh. 
Used-reparable with output, $79.50 


TEX FRONIX 760 


Why spend more money for 

an import scope with much 

less performance when you 

can buy mil- AN/USM-281C 

(Tektronix 7603N11S) OS- 

CILLOSCOPE, a modern, ver- 

satile 7000-Series scope 

with large 8 x 10 cm dis- 

play and at least 65 MHz 

reeponse? Includes two 

AM-6565 (7A1S5ANi1) single- 

trace and one TD-1085 

(7BS3AN11) dual time base plug-ins plus the 
100 MHz mainframe accepts standard Tek 7000- 
Series plug-ins. Vertical deflection 5 mV 
to 10 V/div in 11 calibrated steps, 1-2-5 
gequence; vernier to 25 V/div. Sweeps: Nor- 
mal, Intensified Delay, Delayed, and Mixed. 
Rate 0.05 uS to 5 S/div in 25 steps, 1-2-5 
sequence; 5 NS rate using x10 magnifier. 
Delayed rate 0.05 uS to 0.5 S/div in 22 
steps. Requires 100-120/200-240 VAC 48-440 
Hz. With book; 11.5x9.7x25.2, S52 lbs sh. 


USED-REPARABLE, $385 $320. CHECKED $495 $400 
MANUAL for USM-281C only. partial repro, $30 
+e teteeeeeeeeretteteeeee et 
ADAPTERS for USM-281C/TEK 7603 
sold only with purchase of scope from us: 


#103-0015 ADAPTER, BNC (£) to UHF (m) $2.50 
#103-0032 ADAPTER BNC (m) to UHF (f) $2.50 
#103-0033 ADAPTER BNC (m) to post, $2.50 
#103-0030 T-CONNECTOR, BNC (f-m-f£), $3.00 
#012-0118 CABLE, 8 ft BNC, SO ohms, $4.00 


H-P 50 MHZ O-SCOPE 


OS-189/USM-281A SCOPE, mili- 
» tarized Hewlett-Packard 180 

/ with PL-1186A dual-trace and 
PL1187A time-base sweep delay 
' plug-ins. Has DC to 50 MHz 

' response, solidstate circuit- 
'ry and 8x10 cm display. De- 

’ flection ranges: 5 mv to 20 
'V/div in 12 steps, 1-2-5 se- 
' quence plus vernier to 50 V. 
Select A and/or B channels, 
A+B, alternating and chopped; X5 magnifier. 
Maximum input: 600 VDC peak (AC-coupled) or 
350 VDC @ 20 V/div (DC coupled). Sweep Nor- 
mal, Auto, or Single. Ranges 0.1 us-2 s/div 
in 23 steps, 1-2-5 sequence, vernier to 5 
sec. Delay range: 0.1 us to 50 ms/diy in 18 
steps, vernier to 125 ms. Delay time varia- 
ble 0.1 us-20 sec. Sweep magnifier X5, X10. 
Calibrator 250 mv & 10 V p-p @ 1 KHz. Re- 
quires 115/230 VAC 50-440 Hz; 11.4x7.9x2%.3, 
44 lbs sh. Used-reparable with trace, $225. 
Checked, $325. MANUAL, partial repro, $25. 


SOLID-STATE 08-8 


OS-8G TRANSISTORIZED OSCILLO- 

SCOPE with 3RP1 CRT; small 

portable unit is similar in 

appearance and specifications 

as earlier vacuum tube ver- 

sions of OS-8. Response: DC to 

2 MHz. Sensitivity 0.075 V-rms * 

per 1" deflection. Sweep: 3 to 

50 KHz. Input impedance: 9 megohms shunted 
by 11 pf DC. Direct acccess to vertical and 

horizontal plates. Tech manual not availa- 
ble. Requires 115 VAC 50-1000 Hz. 9x6x13.5, 
18 lbs sh. Unused, with test cable, $115.00 
OS-8* SCOPE, earlier tube-type version of 
OS-8G; similar specs. USED-REPARABLE $39.50 


4 TO 405 MHZ GENERATOR 


SG-117/URM-26B SIGNAL GEN- 
ERATOR, 4 to 405 MHz AM-CW 
-Pulse in six bands. Out- 
put 0.1 to 100K uv into 50 
ohms. Modulation 400 or 1K 
Hz 0-50%. External pulse- 
mod requires positive 40 
V-min 50-500 pps; duration 
2-40 usec and 70 ohm input 
impedance. Requires 115 V 50-1000 Hz. Outer 
case may have small dents; less front cover. 
11.3x14x10.5, 36#. Used-reparable $175 $100. 
Checked $225 $150. MANUAL, partial repro $10 


ACCESSORIES sold only w/purchase of URM-26B: 
CN-315 2:1 attenuator, 50 ohms, $8.00 
CN-316 10:1 508.$10. CN-471 10:1 700 $11. 
CU-439 impedance matcher, $10.00 
BNC cords, 4 ft, $3.00; 6", $2.00 
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COMMODORE MOTHERBOARDS 


#VIC- OL ea #VIC-01983 
MOTHERBOARDS for COMMODORE VIC-20, the ever- 
popular SK memory color computer which still 
has a dedicated following. All components 
intact. "Some worked, some didn’t" when we 
powered-up a sampling and so we are selling 
them "AS-IS." Good source of spare parts or, 
if your a gambler, the basis for cheap com- 
puter; 3 lbs sh. Two versions to choose: 

#VIC-01981, eleven 2114 RAM; 9 VAC req $10. 
#VIC-01983 with two MS58725 2Kx8& RAM or 
requires 9 VAC and 5 VDC, $43-5@ $9. 
> > > + a > > + > a > 
COMMODORE C-i6 KEY- 
BOARD, originally 
p/o the C-16 compu- | 
ter--a short-lived 
transition computer 
between the VIC and 


equal; 


C64. By switching a few 
wires, it will work with VIC on most keys. 
Shange info included. 5x15x1.5; 3 lbs sh. 
#KB-C1i6 $3. (If purchased w/VIC board $1.50) 


RF. MODULATOR 


COMMODORE 251155-01 RF MOD-* 
ULATOR for VIC-20 computer. 
Video and audio input using 
5-pin DIN plug; channel 3 or 
4. 3x1.5x0.8 box w/ 36" cord; 


MONROE JOYSTICK 


Quality MONROE JOYSTICK has two 
150K ohm variable resistors and 
"FIRE" button. 1.3" high metal 
control stick does not have 
spring "return". 8'’cord w/DB-9 
2.5x1.4x3.5. #MA8699 NEW_$9-95 $7-93 $6. 


1#. NEW, $2.95 


conn; 


KRAFT COMPUTER PADDLES 

designed for use with 

PC’s; each with 100K 

ohm adjustable pot 

FIRE button, and 4.5 

ft joined at one male 

DBiS connector. Each 4. 3x 3 

x3; 4 lbs. #KR820-005, $9-957pair -$4-95/pair 


JOYSTICK with four 50K ohm pots 
having fixed center-taps; 
gmooth ball action. Brushed 
aluminum handle. 2. 8x2. 8x2. 8. 
#JS-SOK-LIB, NEW, $5095 $4.50 


BALLY ARCADE BOARD 


Part of home arcade game; 
has Z80 CPU, 2364, 8/4027, 
7416, DM&1LS95 and 74-ser- 
ies LSOO, 2/LSO02, LSO4, 
2/LS1i0, 2/LS74, LS174, 
2/LS257, LS376;.14.318 MHz 
and other parts. No 
data; 8.5x1l, 2 lbs. 
#Z80-90701-B620, NEW $4.50 


DATA CASSETTE 


DATA CASSETTE RECORDER, 

adaptable fer use with 

mest miscrecemputers 

heving RS-232 input. 

Funetiens: Eject, Re- 

eerd, Rewind, Ready, . 

Ferward, Step, Read- *. 

frem-Tape, and Write- 

on-Tape. Tape speed 

1-7/8 ips, 4-traek 2-channel. 

Similer to Monroe Medel 392. Requires -12 -35 
45 V. Includes 3' cable w/DB-25P plug & beok. 
8X5X3. 4 lbs. #DC-REC94. used. $12; 2/$20. 


xtal 


ARCADE JOYSTICK, p/o SUPER 
ZAXXON® by Sega; heaviest- 
duty metal stick with 
trigger and four SPST 
norm-open FIRE but- 
tons. O/a 9x24x10, 


18#. #AJS-SZ, NEW, $19.95 


COMPUTER TOTE 


LAPTOP COMPUTER CARRY- 

ING BAG, will fit NEC 

Ultralite, Tandy 100- 

102-1100FD, Zenith 

Minisport, & Toshiba 

T1000/SE. Heavy-duty padded black 

fabric bag has zipper and velcro 

keyboard access plus separate zipper expando 
compartment and two internal accessory pock- 
ets. Also adjustable straps and pads for 
hand, shoulder, or backpack tote. 12.5"Wx 
4.5"Hx13"D, 4 lbs sh. #LT-TOTE, NEW, $22.95 


VIOEO STORAGE CABINET 


Clean, new, and “stack- 

able" units look good in 

the home as well as the 

office. Dark plexiglass 

doors with magnetic-lat- 

ches attractively "hide" 

contents of cabinets and 

large 31"W x22"H x26"D 

size easily stores video 

and audio equipment. Great 

for getting the kids" or the "old man's" 
junk out-of-sight! Constructed of off-white 
vinyl-covered 3/4" particle board; shipped 
unassembled with adjustable shelf, casters, 
and hardware. All parts pre-drilled for your 
assembly with screwdriver and hammer. Made 
for Xerox; 100 lbs sh. (UPS shipping is OK!) 
#0136790, NEW, $&@50U0 each $50 ea 


ACTION JOYSTICK 


with fire button; eight di- 
rection action. Has 3.5 ft 
6-conductor cord with DB-9 
connector; rewire for compu- 
ter/game machines. 3.6x4.6x 
3.1, 2 lbs. #MA-ACT-JS, NEW, 


$2.95 eas 2/$5. 


SCR/TRIAC CONTROLLER BOARD with _. 
seven each 400 V 4 A SCR's and 

200 V 6 A triacs. SCR's trigger 

the triac gates with a 50 m-sec oa 
16 V pulse that holds all trig- — jy 
gered triacs “*on" until 24 VDC 

to SCR's is reset. Originally 

p/o time-temp sign. 6x6x%, 1 1b. 
#aSI-CMC27, w/schematicss-se $3. 


INFARED REMOTES 


INFRARED REMOTE CONTROLS, 

Draco mfg remotes for sa- 

tellite dish positioning 

and channel selection. 

Each has A-B-C-D-E-F Sa- 

tellite Select, Up, Down, 
and Go To functions; requires 9 V transisitor 
batte.:y. Cheap! Cheap to play with or use!* 
NEW-not guaranteed; 2.8x5.8x1, 1 1b sh: 
#IR-DR-AIM, "“Aimers", $1.50 ea; 2 for $2.50 
#IR-DR-CHAN, with Channel Select 1-2-3-4-5 

-6-7-8-9-0, Mute & Seek; $1.95 ea, 2/$3.00 


INTERCOM 7 MONITOR 


ONE-TO-ONE INTERCOM/MON- 

ITOR, low-cost wire-type 

set allows someone to 

listen to kids, a sick 

person or pet from an- 

other room. Consists of 

of master control with ’ 
ON-OFF, push-to-talk switch, and audio elec- 
tronics; a remote control with speaker on- 
ly; and 20 £t wire. Requires 9 VDC transistor 
battery (not supplied); control size 4.9x2.5 
x1, 3 lbs sh. #CH-MON, unused, $7+85 $6/set 


HY-GAIN CB TRANSCEIVER 

BOARD, similar to Hy-Gain 

board converted in 73 Mag 
*. azine to 10 meters (2/84) 
* : Po™ and 6 M (2/85). Board has 
xtals, IF transformers, RF coils; no schema- 
tic. On incomplete chassis; board 6.4x6, 4# 
sh. #PTBMO36AOX, "AS-IS", $7 ea; 2/$12.50 


Basie area ercesnt bab ae 


EMERSON MULTI-FUNCTION REMOTE 

CONTROL SET, intended for use 

with ceiling fan & light, but 

receiver circuit board and 

push-button remote transmit- 

ter should adapt to experi- 

mentation and your projects. 

Originally one button bright- 

ened light and other two contrite eA of 
special AC motor (not available). Circuit 
board outputs to motor are fixed voltages 
with sequence and voltages dependent upon 
positions of four switch DIP code switch. 
Sixteen codes possible; remote actuates se- 
quence. Receiver is not isolated from power | 
line so extra care is necessary when working] 
with this device. Transmitter requires 9 V |} 
battery (not supplied). Hook-up info includ- 
ed; 2 lbs sh. #RC-5100/1, NEW, $14.95 : 


74-KEY MICROSWITCH 
KEYBOARD uses P8048 
controller, an 
8-bit CPU, ROM, RAM 
I/O package with 
1X8 ROM, 64x8 RAM 
& 27 I/O lines. 
Comes in compact case with QUERTY format and | 
functions Erase Display-Home, In Disp, Delete? 
in Line, Insert, EOD Erase -EOL, Char Erase- 
Xfer, Ctl Page-Print, Unlock Msg-wait, Cur- | 
sor. IC’s 74H04, 7442, 8048, 5.904 MHz xtal, | 
cord w/DEC9S. 8.5x15x3, 5#. #2825479, $8<9> $7 


INTERCOM 
CONTROL BOX 
an experi-~ 
menters de- 
light, this | 
item was 3 
part of hospital desk-patient communications 
system. 8x5.6x2 aluminum box has Licon 10 
amp lighted-push switches: two SP momentary — 
0.8" sq, one DP mom 0.8" sq and one SP mom | 
0.8"x1.5", a 1.6" dia 8 ohm speaker, volume 
control, and 7x4.5 circuit board. PC board 
has socketed Sigma 7OR-Series 2 amp relays 
2/4PDT and 1/DPDT, two Triad TY-47X 2000 cts 
16/8/4 ohm AF transformers, and socketed 
IC’s LM324, 2/LM339, MC14001, MC14011, y 
MC14028, MC14042, MC14585, 3/MOC319 ULNZOD43 
4 lbs sh. #MID-IC-BX, used, 59-95 $6.95 


GREEN DI SPL 


9" DIAG GREEN VIDEO DISPLAY | 
Elston mfg for Columbia Da- | 
ta portable; w/CRT and cir- | 
cuit board. Not composite; 
needs external horiz-drive | 
& Vert-synch and reg +12 VDC in. 


6 lbs. #DM30-098415-C31, w/schematic, $15. 


We have "odd" keyboards similar to the one — 
pictured leftover from the early-1980's whei 
the establishment of the IBM PC® standard 
"killed" the market for them. We offer a 
mixed assortment of three keyboards of our 
choice with IC's ete for $10.00. Size & lay~ 
out vary. See our old catalogs for an idea | 
of what to expect; 10 lbs. #3-KBD-90, $10. 


"CLOSED END SPLICE® " wire connectors; ideal | 
for "breadboard" wiring projects when quick, 
solderless crimp-on connections are desired. 
Connect many wires together and/or to splice 
in others. Each accepts #22-10 wire size; 
nylon insulation opening: 0.375" dia. 
AMP #324067, 100 for $3.50; Box of 500, $10. | 


GRR-18/GRT-17 RECEIVER-EX- 
CITER MODULES & RACKS from 
"complete" group pictured. 
Black box modules fit into 
rack slot. "USED-NOT TESTED": 
‘TS-2923/GRR-18 (599H3) RE- =u 
CEIVER TEST MODULE, 5 lbs. $39.50 - 
PP-4992/ARC-132 (652J4) POWER SUPPLY used 
in Rx & EXC racks; 115 V 47-450 Hz in. $60. 
CV-2649/GRT-17 (888B-1) AMPLIFIER CONVERTER, 
provides output signals for exciter from 
250 KHz IF input; less cover, 8 lbs. $99.50 
CH-644/GRT-17 EXCITER RACK ONLY for URG-II 
exciter modules, 10.4x18.8x22.6, 18#. $65. 
meee teone- 18 RECEIVER RACK, 18 lbs. $64.50 
t++eeeeteeeee st 
, OK-145/TSC-60 CONTROL 
» MONITOR, consists of 
C-8364 monitor rack 
with speaker, C-8362 
and C-8363 frequency 
. selector controls for 
two receivers fed two exciters. With rear 
connectors. Requires 115 V 50-60 or 400 Hz; 
7x19x14.5, 45 lbs sh. Used, $175.00 


QRP CIRCUIT BOARD 


SW-1 SHORT-WAVE CW EX- 
CITER/TRANSMITTER by 
Ryan Communications}; 
tiny 2"x4" high qua- 
lity circuit boards 

ive segments 
ies: 3.5-4, 

,25 W ccs from 


Output increa 
is varied fro 


3 x al; norm- 
§ for output. 
MHz, $33 $23; BAND 7- 
-10.15 MHz, 0 $20 ea. 
$44. $32. 


AN/USM-118 AUTOMATIC TUBE 
TESTER, military Hickok 
Card-A-Matic uses pro- 
grammed punch cards for 
each tube type which are 
inserted into USM-118 to 
perform test. Checks most 
military and commercial 
receive & low-power xmitting tubes. Measures 
transconductance, emission, grid current; 
indicators for gas & shorts. Test sockets 
octal, loctal, 9-pin novar, 4-,5-,6-,7-pin, 
1T-& 9-pin mini, sub-mini round & in-line. 
Uses tubes OA2, 5U4, 6AU8, GAW8, 6C4, 6CD6, 
6CL6, 6203. Includes general tube test card 
set (>95% complete) in separate case, cali- 
bration card set & 20 blank cards. LESS CAL- 
IBRATION CELL! 115 VAC 50-400 Hz; cases 9.5x 
19.5x16.5, 85#. USED-REPARABLE w/book, $115. 
+tetteeeeeeeerteteereretereeteet 
HICKOK 123A CARD-A-MATIC TUBE TESTER, like 
USM-118 above except in single 9.3x29x14.9 
case; 80 lbs. Reparable, LESS CAL-CELL, $105 


TS-3797/UR TEST SET for CU-937 
antenna coupler; tests circuits 
motors Tune, Load, Bypass Normal 
and Network Select. Indicator 
lights show results; controls 
NETWORK SELECT 1 thru 11, TUBE/ 
LOAD SELECT Hi-Lo, EXT-INT +28 
Vv. Includes cables to connect TS to CU-937 
and CU to AM-3007; Requires 115 VAC 60 Hz. 
9.3x9.8x8.8, 15#. UNUSED w/test info, $49.50 
CABLES ONLY TS-CU737, $15. CU to AM3007, $20 


see eceeecerexneeeuneg eee ee ee 
LIMITED QUANTITY ITEMS & LATE ARRIVALS! 
PP-4514/PRC-74 POWER SUPPLY/BATTERY CHARGER, 
AC to DC power f£/PRC-74. GOV'T-RECOND, $125 
CW-863/PRC-74 CANVAS ACCESSORY BAG, used $12 
CV-278 FSK CONVERTER for use with R-392 and 
T-195/GRC-19; with MT-791 mount. USED, $75. 
RT-834 & AM-3349/GRC-106A TRANSCEIVER-AMPLI- 
FIER SET w/mount, cables, etc. WRITE! 
S-318 COMMUNICATIONS SHELTER (empty), fits 
“3/4 ton pick-up; 71x76x72, 1000 Ibs. $450. 
COLLINS HF-8050 RECEIVER, 100 KHz - 29.99999 
MHz AM-ISB-USB; USED w/manual copy, $1795. 


Access" 


"USED" 


tolerab 


as—yps* 


GHz; 
nections 


market; 


min; 


dia, 


and discs must be 


complete play. 
& "Visual Search" plus "Pause. 
manually-loaded CED-type player will NOT 
play laser-type video discs. 
sh. Used-operational, 
may be required! 

Pe ee a ee ee ee ee ee ee 2 ee 2 2 2 2 ee 2 
"AS-IS complete--not tested", 
May be it will work and 


#2-SGT-100W, 
just as we find it! 
maybe it will not! 


CED 


use with above; 
as recent as 1985. 
Write for list! 
may have “blip-skips" 
during play. 


Lex 


within 10 days of 
intent to exchange; 
lbs sh. Used, $10 each. 
2-disc movies, 
* * & & & RK KR KK KR KR KKK KK KK OK K 


DISCS, 


mini-BNC connections; 


AMPHENOL #360-11891-55 115 VAC 
TRANSFER RELAY, DC to 2 GHz, 
watts max; 
two solder terminals. 


tions; 


AUTOMATIC CONNECTOR #108-1000- 
4975 SPDT COAX RELAY, DC to 12 
48 VDC coil. 
3 0. 
tee eteteteteteetetetertertettereteetet 
KILOVAC DPDT VACUUM RELAY, 


to 


12 


12 VDC IMMERSION PUMP, 
probably from auto/RV 
orem 
moves about 1 gallon/minute.! 
Operates on higher volt- 
ages with increased flow 
rate for short periods: 

@ 35 VDC, 2 gal/min. 
fluids only because fluid flows thru motor 
acting as lubricant. 
water or science fair projects; 
2 ibe. 


DISC PLAYER 
CED (capacit 
pick-ups; pl 
deo discs li 
cord player 
LP records. 

"play only" 

“flipped” 
Functions FOR-REV for 


6x17x16, 
but some adjust 
$33.00 


EO DISC PLAYER 


SGT-100W RCA VIDEO 


with 
ance) 
ays vi- 
ke re- 
plays 
Unit is 
device 


to Side 2 for 


"Rapid 
“This 


24 lbs 
ments 


NO RETURNS! $16.00 
VIDEO DISCS for BD. <4 
titles 


Discs 


If in- 
advise us 


2 
$15.00/set. 


not tested--NO RETURNS 


AL REL 


AMPHENOL #300-11266, 
sponse to 12 GHz, 30 
27.5 VDC coil. Input 
on SMA, 
3.1x1.5x1.4, 


100 
4-BNC connections and 
NEW, $19.95 


RELAY, 
tacts good for 100 watts 


3x1.3x1. #539-3025, 


Three BNC con- 


9x2.5x2. NEW, $11.95 


Jennings RB3. 


VDC MINI-PUMP 


dia outlet 


@ 24 VDC, 1.5 


hel ed 


#HAR-12V-IMP, $5.95; 


NEW, 


ARC-164 PARTS 


ness}; 


codes; 


ARC-164 UHF radio 
system is current in 
most U.S. military 
aircraft. 
MT-6147/ARC-164 ADAPTER MOUNT, 
ARC-164 or similar into older ARC-34 size 
mount. Rear rack connector for system har- 


These items are now avaliab 
retrof 


DANBURY-KNUDSEN SPDT ANTENNA 
6 VDC 20 ohm coil; 


Use in fountains, 


! $5 ea 


AYS 


re- 
watts 
push- 


output SMA and 
NEW, 


$16. 


con- 
HF. 


Two BNC and one solder connec- 
NEW $12.95 


similar 
: 6 VDC 6 ohm coil; 
» 12 KV pk, 30 A AC/DC. Max-operate 
20 ms. Threaded base 1.1" dia; 
2.6"Hx1.8" dia. #H-14/S1, NEW, 


KILOVAC HC-1/S38 SPDT RELAY, = 
Jennings RJ1A-26 page 28. NEW, 


o/a 


gal/ 


For non-flammable 


solar 
i Reps 
2/310. 


le: 
it 


front connector for ARC-164 plus N 


coax conn. 
RX-70 MHz-TX /MAIN RECEIVER MODULE for 
RT-1288A/ARC-164(V), 
2#. 


1.5x13.8x11, 11 lbs. 


1990 package da 
#5821-013-021-1368, NEW, 


Used, 


$35. 


te 
$200. 


2N6678 BOARD 


DECC DELTA INVERTER CIRCUIT 
BOARD with separate elec- 
tronic control card; hook- 
up and specs for inverter 
> are unknown. Has twenty 
2N6678 NPN transistors 
rated 15 amps 400 VDC, 175 W dissipation. 
12°3x10.7=2.6,, 68. #500-9050, UNUSED, $19.95 


J-2491/GRC JUNCTION BOX, 
an upgraded J-668 used 
with R-392 and T-195/ 
,GRC-19 in GRC-46/VRC-29 
‘RTTY system. Functions 
as terminating and in- 
terconnect piece in sys- 
tem. Has meters 0-100 MA DC and 0-50 VDC, 
MAIN POWER circuit breakers, BIAS 30 MA and 
LINE 60 MA Adjust, ON-OFF switches for TTY, 
Lights, Blower, Crypt, plus connections for 
all system components & U-79 connection for 
TRANS control. 6x16x7, 16# sh. Unused, $45. 


» eee 


-§ ME-440/USM-381 DIFFERENTIAL DC 
* VOLTMETER, similar to Fluke 

=~ § 896A; ranges 0-100-100-1000 VDC 
® a) Probe for 1100 V (upto +/-5 KV 
* common-mode) and for 15 KV at 
multiplier input. NULL ranges 
"0.01-0.1-1-10-100V -TVM used with 
5-digit scaler as differential meter. Solid- 
state; w/cover & operator info. 115/230 VAC 
60 Hz; 11x12.5x15, 30#. Used-reparable, $55. 


3 aes 


ars oe 


HEWLETT-PACKARD 8900B PEAK 
POWER CALIBRATOR, measures 
peak power of RF pulses 

from 50 to 2000 MHz. RF 

Power range 10-200 MW read 
directly on meter. Pulse 

width >0.25 u-sec; repeti- 
tion rate 1.5 MHz min. RF 
VSWR <1.25. Requires 105-125/210-250 VAC 50- 
60 Hz; 7.8x6.ix11, 14#. Used-reparable, $85. 


COLLINS HF-8032 SUPPLY 


COLLINS HF-8032 POWER 
SUPPLY (PP-7830/TSC- 
60V) used with HF-80 
Series solid-state 1 
KW power amp. Input 
208/220/230/240 VAC 
57-400 Hz. Outputs 
+35, +50/40 (A-B-C-D) 


+5, 


t/=A 25 
VDC selectively monitored on LED display. 
Circuit breakers for +35V & A-B-C-D outputs; 


+15, +28, 


9x19x24, 85 lbs sh. Used-excellent, $1500.00 


SWR POWER METER 


ME-165/G STANDING WAVE- 
RATIO POWER METER, de- 
signed for use with 
T-368 400 W transmitter; 
uses 12/ 600 ohm 50 W 
non-inductive resistors 
in paralllel to provide 
52 ohm 600 W load with —_— 

SWR of 1.1:1 or less upto 30 MHz. . 
Has 0-600 Watt meter, function switch Power- 
Adjust-SWR-Operate, and type N connections. 
Flanged on back for wall mount. 1.5x9.8x9.8, 
20 lbs sh. UNUSED, $125. Manual repro $8.50 


ME-165 SWR-POWER METER, used-reparable, $45. 


DUMMY LOAD 


DA-189/GRC DUMMY LOAD, porta- 
ble 50 ohm unit operates over 
600 to 1850 MHz range @ 40 watts 
maximum. Output indicated on 3.5" 
dia meter; "C" input connection. 
4x 4x10, 9 Ibs sh. Unused, $75.00 


TS-1771A/U WATTMETER, RF ab- 
sorption-type operates in 30- ' 
1000 MHz range with power scales 
50 or 150 watts. Power readings 
shown on 3.5" dia FS=200 ua me- (@ 
ter; N connection. 7.5x5.5x16.5, © 
14 lbs sh. Used, $99-;350 $75. 


ees 


fi 
"WEST NORTH ST. 
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cae AM-4823/U HF PRE- 
SELECTOR-AMPLIFIER 
Collins-made unit 
is automatically- 
tuned, sharply se- 
lective, active 

: ® bandpass filter 
or receivers in 2.000 to 31.999 MHz range. 
Allows normal receiver operation in strong 
RFI environment of upto 200 Vrms at any fre- 
quency and amplifies weak signals in pass 
band. C-7715 control unit has mechanical di- 
gital readout and can be detached and oper- 
ated remotely upto 150 feet away. Selectable 
bands 2-3.999, 4-7.999, 8-15.999 & 16-31.999 
MHz. Selectivity: bandwidth @ -6 DB within 
+/-1% of resonant freq. Sensitivity: 3.66 uv 
for 20 DB S:N in 3 KHz bandwidth. Gain 8 DB 
min. Input impedance 50 ohms; type C. RF con- 
nections. RF overload protection operates at 
not less than 500 Vrms RF input +/-10% off- 
frequency. With mating connectors and manual 
copy. Requires 115 VAC 50-60/400 Hz; 5.2x19 
x16.5, 44 lbs. GOV'T-RECONDITIONED, $595.00 


RADIAC SET 


AN/PDR-27S PORTABLE RADIAC 

SET with IM-195 METER using 
Geiger-Mueller tube in 

DT-196 detector probe. Meter 
measures beta and gamma radia- 
tion in milli-Roentgens per 
hour; scales 0.5, 5, 50 & 

500 MR/hr. Operates using six 7 
D-cell batteries (not included). BNC connec- 
tion for headset monitoring. Has tubes 5962, 
5979, 5980, 2/6088. With transit case, H-43 
headset, manual & carrying strap. Meter 8x 
5.8x10.6; set 24 lbs sh. USED, $99.50 


UGC-{29 TELETYPEWRITER 


AN/UGC-129 TACTI- 
CAL TELETYPEWRITER 
with MU-734/UGC 

2 MAGNETIC TAPE UNIT 
microprocessor 
controlled full 
duplex teletype- 
writer has 16K RAM 
and QUERTY keyboard with Edit, 
and Memory function keys. Dot 
69-80 charac- 
feed. Pro- 


COLLINS PRESELECTOR 


Mode Select, 
Matrix printer speed 120 CPS; 


ter line, single or double line 
vides 64-character ASCII subset with ITA5 or 
Baudot codes. 8 selectable baud rates 45.5- 
2400. Uses paper rolls 216 mm W x 127 mm dia 
friction feed, single or multi-copy. MU-734 
TAPE UNIT stores 8-bit data on standard cas- 
settes;. 300K characters/tape. W/UGC129 man- 
ual copy. Requires 115/230 VAC 47-400 Hz; 
connectors not available. UGC-129: 9.5x15 
x18.5, 52 lbs. MU-734: 7.8x8x13.5, 18#. 
USED-REPARABLE, $125/set. UGC-129 only $95. 


SOLA CONSTANT VOLTAGE HAR- 
MONIC NEUTRALIZED AC LINE 
REGULATOR, provides clean 
and stable 120 V 60 Hz 250 
W output for computers and 
similar voltage sensitive 

equipment from 95-130 VAC 

3 amp input. Has two 3-con- 
ductor outlets and On-Off on front. 6.9x7.8 
x13.3, 34 lbs sh. #63-13-125, USED, $89.50 


= 
=< 
= 
— CONRAIL 
z 


VISIT OUR 
SALES ROOM 


9 A.M to 5:30 P.M. 
MONDAY THRU FRIDAY 
9 A.M. to 1 P.M. SATURDAY 


650 A RECTIFIER 


MOTOROLA MR1265FL RECTI- 
FIER rated 300 PIV 650 ‘* 
amp; with hardware. 
2.3z3.3, 


AIRCRAFT TELEGRAPH 
KEY, rounded knob 
keyer. Two top 
terminals; balance 
metal enclosed. 


B 


but no warranty as to cell life. W/casters; 


USED with output, 
f b 


aPSS-1! 


GOING NORTH 
USE EXIT 125 (turn left) 
Designated 309 - 117 

ma - Kenton 


GOING SOUTH 
USE EXIT 125B (turn aa 
ey sree 309W - 11 
ima - Kenton 


8 ALLEN 
+ | ‘COUNTY 
. AIRPORT 


3.3x 
3#. NEW, $17.50 


S-GANG 15-450 PF 


nara oe 3-GANG VARIABLE CAPA- 
fe CITOR 15-450 pf/gang, 

0.03" spacing. Has 

precise gear drive}; 

| shaft 5/8"Lx1i/4" dia. 

2 O/a 4.5x2.5x2.8, 2#. 

#M-428041, NEW, $17. 


AIRCRAFT KEY 


2 1b 


ase 1.9x3.3; o/a zx5. 
ins 32.50 


Leg Wes 
bh. W ow #118-00. UNUSED 


UHF POWER AMP CAVITY 


POWER AMPLIFIER CAVITY from 
AM-1565/URC power amp, part 
of SRC-20 225-399.9 MHz 100. 
watt radio set. Uses two & 
4CX250K tubes in 11.5"L x 
7.5" dia silver-plated cav-@ 
ity. Also low pass RF fil- 
ter with 400 MHz cut-off, 
directional coupler, and 
two SPDT coax relays with 
BNC connections. Has coarse frequency dial 
plus mechanical digital counter driven by 
115 VAC 60 Hz motor for tuning. Requires 
2000 VDC, 6.3 V fil. No further info. 7.3x 
8x18. 50 lbs sh. USED, $99.50 


UNINTERRUPTIBLE SUPPLY 


| AS AY ig BR: 


UNINTERRUPTIBLE POWER SUP- 
$ =~ PLY (UPS) produces 120 VAC 
‘ 60 Hz 500 watt output from 
| 48 VDC input. Internal 8 
cell X 6 VDC rechargeable 
lead-acid battery pack sup- 
plies power when normal 
power input is interrupted. 
Inverter output is modified 
squarewave. with zero cross- 
No further data; batteries functional, 


ing. 


100 ibs sh. #UPS-48-500, 
$149.50; INVERTER SECTION 
$99.50 


14.5x12.5x10.3, 


DETECTOR 


AN/PSS-11 METAL DETECTOR 
(Polan P153) transistor- 
ized unit uses 2500 Hz aia 
signal in mutual induct- 

ance bridge circuit to de- 
tect metallic objects that cause 
an imbalance in the search head's : 
magnetic field; disturbance is heard 
in operator's headset. Search head 9"x11i"; 

handle adjusts from 29"-57" long. Also con- 
trol pack w/canvas bag & 7.3x24.5x16.5 alum- 
inum transit case. Requires 7.3 to 10.8 VDC 
battery (BA-1389 5.1"Lx0.6" dia). 35 lbs sh. 
USED-not tested, $75.00 MANUAL, repro, $8.50 
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ARC~S1BX UHF 


RT-742/ARC-51BX UHF AIRCRAFT 
TRANSCEIVER, 225-399.99 MHz 
AM in 3500 available chan- 
nels, 50 KHz spacing; also 
has guard channel. Output 
16 watts min. RF impedance 
52 ohm input & output. Au- 
dio and mic impedance 150 
ohms. Includes ID-1003 SWR indi- 
cator; separate control box necessary for 
function & frequency selection (see below). 
Uses tubes 4/7077 and 4/7544; requires 27 
VDC 13 amps. 7x9.5x15.1; 35#. USED, $250.00 
teeter ereee eer ererererererte te 
C-6287/ARC-51BX CONTROL BOX, preset channel 
feature; 4.9x5.8x4.3. 6#. USED, $50 w/set. 


= ENERGY STORAGE CAPACITORS 

» with high discharge capabil- 
ity from Xerox equipment; 

non-PCB. Both 10x4.5x3.5, 10 lbs sh. 

224 MF 1500 VDC, $27. 88 MF 1200 vpc, $15. 


RECEIVER MULTI=<COUPLE! 


DELTA ELECTRONICS 
2-CHANNEL RECEIVER 
ANTENNA COUPLER, 
solid-state unit 
has two separate 
channel inputs, each handling upto four re- 
ceivers in the 2 to 32 MHz range. Has meter 
and switch to monitor power supply voltage & 
RF input/output; BNC connections. 3.5x19 
x12.5. 15 lbs sh. #SRMC-2X4. used, $99.50 


CU-1388/FLR-9 MULTI- 
COUPLER allows upto 
eight 2-32 MHz re- 
ceivers to use same 
antenna. Solid-state 
rackmount unit has circuit selector switch, 
Balance, and Voltage adjust trimmers on 
front. Type C input/output conn. Requires 
115 V 50-60 Hz; 3.5x19x17.8, 19#. USED, $65. 


